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SUMMARY 


Coiaauni cat ions Equipments and Systems to Support Intrastate Civil Defense Operations—Circa 1970 

By Donald R. Cone. Joff'fs A, Baer and Elmer B. Shapiro- Stanford Research Institute, December 1965. 
Prepared for Office of Civil Defense, IVpartnent. of the Arisv, Washington, D.C. under Contract 
00)1*8*64 201. 

This report provides a compilation of data covering both wire and radio communication systems and 
facilities of value for civil defense application. The general characteristics of the items are 
discussed and their potential application in a representative communications or command and control 
model is illustrated. Representative costs are provided. The discussion of the various cossMinica- 
tion sysleffis and typical items nf equipment generally identifies their salient operatiuna1 strengths 
and weaknesses. A number of Conclusions and recoesrendations relative to existing and potential (SI 
communications systems and equipments are presented. 


OBJECTIVES 

(1) To assemble performance and cost data on potentially useful and available communica¬ 
tions equipment for local civil defense emergency operations', and 

(2) to postulate a representative communications model using such equipment to meet con¬ 
currently developed communication requirement. The orientation is towards communica¬ 
tion capabilities for the period circa 1970. 


SCOPE 

1. Assembly of Performance and Coat Data 

Communication equipments suitable for the requirements of local and state BX’s are investigated 
and operational and cost data assembled. 

2. Development and Evaluation of Alternative Communications System Configurations 

An evaluation is made of the ability of existing and potential communication capabilities to 
meet the representative communication requirements of the anticipated emergency civil defense sit¬ 
uations in the 1970 ti»» period. The emergency time period* of pre-attack, take shelter, in¬ 
shelter, brief and general emergence, and recovery are considered. 


CONCLUSIONS 

(1) No major breakthroughs in communication techm logy are foreseen that would revolu¬ 
tionise either the requiruments or the implementation of an adequate local civil 
defense communication system for the 1970 time period. There are evolutionary 
trends, including more effective use of an increasing radio frequency spectrum, 
transistorization of communications equipment, ami an inrrea.sing resource of radio 
operators and equipment, which can contribute substantially to the overall national 
potential for an effective and practical emergency communication capability. 

(2) Radio- and/or wire-based systems represent the primary facilities widely available 
for the implementation of emergency CD communication systems. 

(3) There exists throughout the country a tremendous reservoir of communications systems 
and equipment—public and private telephone and teletype systems: public safety, 
industrial and private citizen radio equipment; and the AM, HU, and TV broadcast 
(receiver) systems. The distribution nf these equipments and facilities corresponds 
closely to the distribution of population throughout the country. 

(4) During a nuclear emergency, where the widespread use of the fallout shelter system 
is required for survival, there will be substantial quantities of radic and wire 
couaunication equipment and channel assignments (especially commercial) not used 
for their normal functions. With adequate prior planning, these facilities could be 
used to wpplement normal local government communication channels and to implement 
new channels, in order to provide an effective emergency system. 

(5) Variations in local government site, operations, and anticipated attack situations 
prevent the development of a single optimiied communication plan for all such orga¬ 
nisations which w,nild reflect adequate consideration of local conditions. The 
need is clearly indicated for study at and by each local governmental organisation 
of: (a) an appropriate local civil defense organisational structure, (b) anticipated 
emergency communication requireoenta, (c) existing or potentially available co-wiu- 
mcation resources, and (d) other important aspects of the local situation. This 
study should be followed by the development of the necessary emergency cowmnica- 
tion system (coordinated with higher, lower, and adjacent organisations) which 
satisfies the anticipated emergency requirements. 
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ABSTRACT 


This report provides a compilation of data covering both wire and 
radio communication systems and facilities of value for civil defense 
application. The general characteristics of the items are discussed 
and their potential application in a representative compiunications or 
command and control model is illustrated. Representative costs are 
provided. The discussion of the various communication systems and 
typical items of equipment generally identifier their salient opera¬ 
tional strengths and iknesses. A number of conclusions and recom¬ 
mendations relative r > existing and potential CD communications systems 
and equipments are p-. ented. 
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I INTRODUCTION 


A. BACKGROUND 

Throughout the country, the National Fallout Shelter System has 
established a significant licensed, marked, and slocked emergency iallout 
shelter capacity v.nich is rapidly expanding and improving. In any emer¬ 
gency, and particularly in the event of a widespread nuclear attack, 
adequate civil defense communication capabilities are imperative if 
effective use is to be made of available shelter and associated resources 
(food, water, sanitary and medical supplies, personnel, etc.). This is 
essential in order to minimize death and injury to citizens, help alleviate 
the discomfort and anxiety of the population during an enforced shelter 
period, and help prepare the people for emergence and the resumption of 
activities in a changed environment. 

The current public attitude and political situation require that 
planning and implementation of emergency civil defense operations be 
done with relatively modest expenditures, drawing heavily on existing 
equipment and facilities to provide for the requirements of the emergency 
period. This will apply particularly to the communications system, because 
of the high cost of establishing a reliable standby system to be substan¬ 
tially unused until an emergency occurs. 

Research in the civil defense communications f<eld falls roughly 
into two areas: communications requirements and communications systems. 
Communications requirements research is defined as the study of the nature 
and volume of required or needed communications, in which the nature and 
volume are characterized by such factors as message length, message 
occurrence, mode of transmission, time urgency, and density of flow. 
Communications systems research is defined a: the study of hardware, 
systems, and procedures that can be used to satisfy communications require¬ 
ments. Under the present contract, Stanford Research Institute has 
prepared two reports on the subject of communications requirements—one 


1 









***S '-5 ' xfr.'Urr. ’. — . -. -r, •.H'.wr.,^ V BW..-. __ 


on local requirements and one on state and regional requirements. This 
report is concerned primarily with communications systems. 

B. OBJECTIVES 

The objectives of this task are 

(1) To assemble performance and cost data on potentially useful 
and available communications equipment for local civil defense 
emergency operations; and 

(2) to postulate a representative communications model using 
such equipment to meet concurrently developed communication 
requirement. The orientation is towards communication 
capabilities for the period circa 1970. 


C. SCOPE 

1. Assembly of Performance and Cost Data 

Communication equipments suitable for the requirements of local 
and state EOC's are investigated and operational and cost data assembled. 
Special consideration is given to the following types of communications 
and their applicability to civil defense. 

(1) Landline commercial telephone systems operating through 
normal telephone exchanges and toll operators. 

(2) Landline commercial telephone systems specially engineered 
to improve survivability. 

(3) Private wire telephone or telegraph systems. 

(4) Radio Amateur Civil Emergency Service (RACES). c 

(5) VHF radio systems operated on frequencies designated 

for local government services, police, and fire services. 

(6) Citizen's band radio. 

(7) Voice or telegraph circuits from extensions of local fire 
department voice and telegraph alarm systems. 

(8) Microwave and VHF radio relay systems for exclusive civil 
defense use. 

(9) Extension to local EOC's of state teletypewriter or radio 
systems presently installed in certain communities to 
provide service for such functions as law enforcement, 
motor vehicle registration, highway patrol, forestry, 
conservation and wildlife, and fire protection. 
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2. Development and Evaluation of Alternative Communications 
System Configurations 

An evaluation is made of the ability of existing and potential 
communication capabilities to meet the representative communication 
requirements of the anticipated emergency civil defense situations in 
the 1970 time period. The emergency time periods of pre-attack, take 
shelter, in-shelter, brief and general emergence, and recovery are 
considered. 

D. METHOD OF APPROACH 

The initial portion of this study involved the acquisition and 
study of reports, articles, brochures, and other literature relating 
to the present and anticipated operational capabilities, and initial 
and recurring costs of pertinent communication equipments. This was 
followed by personal visits to manufacturers, system users, and operators 
to supplement the data and to fill gaps in published information. 

A companion study - "Civil Defense Communications Requirements at 
the Local, State and Regional Levels," 1 * Contract OCD-PS-64-201, concur¬ 
rently performed at SRI (referred to throughout this report as the 
Requirements Study) has provided a detailed listing of anticipated 
communication requirements during a nuclear emergency situation at the 
local to state levels. 

The final portion of this study has used the data base and has 
developed alternative communications configurations to satisfy the 
communications requirements generateu by the Requirements Study. 

The appropriateness of these communications configurations was 
evaluated, in part based on information obtained during visits to opera¬ 
ting emergency organizations at state, state area, county, and city 
levels. 
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^References are listed at the end of the report. 
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Much of the conceptual framework and other assumptions of the 
Requirements Study are adopted for the presentation of information and 
recommendations in this report. For instance, the organizational 
structure; shelters, shelter complex headquarters (SCH), city/county 
EOC and state EOC, is used, as are the emergency time phases and the 
community damage categories. These are useful concepts for presenta¬ 
tion of this information, but are not intended to restrict the options 
available to the local planner. The similarity of concepts in these 
two related studies should make their combined use easier and more 
effective. 
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II CONCLUSIONS AND RECOMMENDATIONS 


A. CONCLUSIONS 

(1) No major breakthroughs in communication technology are 
foreseen that would revolutionize either the requirements 
or the implementation of an adequate local civil defense 
communication system for the 1970 time period. There are 
evolutionary trends, including more effective use of an 
increasing radio frequency spectrum, transistorization of 
communications equipment, and an increasing resource of 
radio operators and equipment, which can contribute substan¬ 
tially to the overall national potential for an effective 
and practical emergency communication capability. 

(2) Radio- and/or wire-based systems represent the primary 
facilities widely available for the implementation of 
emergency CD communication systems. 

(3) There exists throughout the country a tremendous reservoir 
of communications systems and equipment—public and private 
telephone and teletype systems; public safety, industrial 
and private citizen radio equipment; and the AM, FM, and 

TV broadcast (receiver) systems. The distribution of these 
equipments and facilities corresponds closely to the distri¬ 
bution of population throughout the country. 

(4) During a nuclear emergency, where the widespread use of the 
fallout shelter system is required for survival, there will 
be substantial quantities of radio and wire communication 
equipment and channel assignments (especially commercial) 
not used for their normal functions. With adequate prior 
planning , these facilities could be used to supplement 
normal local government communication channels and to 
implement new channels, in order to provide an effective 
emergency system. 

( 5 ) Variations in local government size, operations, and antici¬ 
pated attack situations prevent the development of a single* 
optimized communication plan for all such organizations which 
would reflect adequate consideration of local conditions. 

The need is clearly indicated for study at and by each local 
governmental organization of: (a) an appropriate local 
civil defense organizational structure, (b) anticipated 
emergency communication requirements, (c) existing or poten¬ 
tially available communication resources, and (d) other 
important aspects of the local situation. This study should 
be followed by the development of the necessary emergency 
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communication system (coordinated with higher, lower, and 
adjacent organizations) which satisfies the anticipated 
emergency requirements. 

(6) The establishment of complete separate standby communication 
facilities solely for use in a nuclear emergency is neither 
operationally desirable nor economically practical. It is 
both feasible and necessary to effect an orderly improvement 
of existing local government communications facilities so as 
to achieve a realistic civil defense posture. Such facilities 
could provide for normal requirements, and be capable of rapid 
adaptation or expansion, (using readily available auxiliary 
communication resources) so as to provide a coordinated 
emergency communications system responsive to the anticipated 
emergency requirements. 

(7) Use of a wire based system is generally more economical than 
the purchase of standard radio equipment for the implementa¬ 
tion of a CD emergency communication system, particularly for 
urban areas, This should not mitigate against the desirability 
of providing complementary wire and radio communication chan¬ 
nels between and among local government echelons to help ensure 
the availability of adequate communications during an emer¬ 
gency . 

(8) The significant Civil Defense communication equipment needs 
in terms of numbers of units and potential cost are at the 
shelter and shelter complex headquarters echelons; hence it 
is in these areas that efforts toward the development of 
economical equipment and /01 the use of low cost techniques 
responsive to CD communication requirements should prove 
most beneficial. 

( 9 ) Because of the proliferation of citizen band transmitters 
(both licensed and unlicensed) using the very' limited channels 
available in the 27 MHz region, the minimal control possibili¬ 
ties for these equipments, and the increasing interference 
related to the sunspot cycle at these frequencies during the 
next 5-7 years, the planned widespread use of these radio 
equipments in a general CD emergency situation is undesirable. 

(10) Radio antenna and exposed wire and cable lines are prime 

vulnerable components of communications systems exposed to 
nuclear weapon effects (other than fallout). 


B. RECOMMENDATIONS 

1. Clarify the availability of RAC.-''? frequencies during a nuclear 
emergency. A prior study 12 mentions the probable pre-emption of amateur 
frequencies—including RACES—by the Armed Forces during a nuclear 
attack. The emasculation of RACES during the emergency for which it 
is constituted is inconceivable. 
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2. Develop and implement alternative emergency radio (and tele¬ 
phone where needed) power supply facilities for shelters and SCH‘s. 

Storage batteries, other chemical energy sources, hand cr foot operated 
generators (either for direct power to equipment or for trickle charging 
storage batteries), and perhaps even solar and fuel cell possibilities 
should be explored. 

The EOC's are more likely to have alternative electrical power 
sources for communications and other operational functions; the relatively 
modest requirements for shelter communications power, with consideration 
for the long-term storage and emergency activation problems, require 
attention. 

3. Develop economic modest-power radio equipment suitable for 
intra-city emergency communications. (Pertinent design criteria and 
references are presented in Sec. IV.) This should include consideration 
of the appropriate operating frequencies and the requisite licensing 
and other regulatory factors to permit realistic test and operational 
exercise of the equipment as well as utilization in its emergency 
function. 

4. Continue surveillance of developing communications techniques 
with potential for meeting present and anticipated CD requirements. 

These would include wideband random access multiple address techniques, 
telephone electronic switching and data transmission developments, 
community antenna and broadcast TV capabilities, and eventually satellite 
and laser communications. 

5. Develop and distribute a guide book for local CD communication 
system planners. This should include planning factors, aids for making 
a local communications inventory, a resume of significant technical 
factors effecting system design and implementation, weapon effect 
factors relating to communications, and examples of existing emergency 
CD communications systems. 








<3. Develop improved capability for survlvable communications 
components, hardened, dispersed or replaceable antennas, survivable 
wire links, emergency power sources, etc. Antennas and above ground 
wires exposed to effects other than fallout from nuclear weapons are 
prime vulnerable components of emergency communications. 





Ill GENERAL DISCUSSION 


A. DEFINITIONS AND ASSUMPTIONS 

Because of the interdependent nature of the present study and the 
parallel Requirements Study, most of the assumptions and definitions 
outlined below have been drawn from the Requirements Study with little 
or no change. 

1. Definitions 

The following concepts are defined: 

Local Government Organization —Any town, city, county, or similar 
entity that now has or could have its own civil defense organization. 

Civil Defense Communication Requirements —Information flows neces¬ 
sary to support civil defense operations during nuclear emergency and 
the communication links required to transmit these flows. 

Generalized Model of Local Civil Defense Organizations —The assumed 
organizational structure is that of a local government emergency operat¬ 
ing center (EOC) providing the local command and control functions and 
linked to the county or state higher echelon. Within the local govern¬ 
ment area are shelter complex headquarters {SCH), each SCH in turn being 
the control point for a group of public shelters in close geographic 
proximity. 

Time Phase —Segments of a time-consuming process, which terminates 
between two easily definable points. The time phases for the nuclear 
emergency are prewarning, take shelter, in shelter, brief emergence, 
general emergence, and recovery. 

Functional Areas —Responsibilities and corresponding resources have 
been grouped into functional areas. No specific form of local govern¬ 
ment, size of community or formal CD organization structure is assumed 
by these functional areas; rather, the model is intended to be general 
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and hence adaptable to a wide range of local situations. The specific 
functional areas considered herein include (a) mayor, city manager, or 
county supervisor; (b) civil defense director; (c) police; (d) fire; 

(e) rescue; (f) weapons effects; (g) medical; (h) health; (i) welfare; 

(j) utilities; (k) public works. 

Attack Categories —It is possible to broadly categorize communities 
according to the worst attack case they might reasonably be expected 
to face as follows: 

{ l) Those communities that might be directly threatened 

by blast and fire, being themselves possible targets. 

(2) Communities contiguous to the target communities of 
Category 1, wherein fallout dangers would be compounded 
with peripheral lower-order direct effects and where 
both capabilities and responsibilities to aid in the 
survival efforts of the target area should exist. 

(3) Communities sufficiently isolated from potential 
target areas to make fallout from distant strikes 
the only danger and where distance makes short-term 
aid to stricken areas impractical. 

2. Iteration of Emergency Communication Requirement 

This study has been directed primarily to the communication require¬ 
ments during the time phases starting with take shelter, running through 
the in shelter and brief emergence phases, into the general emergence 
phase. 

Except for drills or tests, the nuclear-emergency oriented CD com¬ 
munications structure would not be used prior to the issuance of the 
warning signal. Upon general emergence, the need for communications to 
the shelters and shelter complex headquarters would diminish drastically 
and the system configuration would either revert to the preemergency 
status or to some new configuration better adapted to the then-existing 
environment. 

It is presumed that adequate priority of personnel and materiel 
would be allotted to the re-establishment and/or improvement of communica¬ 
tions channels during the brief emergence phase to facilitate the 
operations requisite for the general emergence and recovery phase. 
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B. LOCAL GOVERNMENT OPERATIONS 


Local government operations are conducted on a day-by-day basis 
using a variety of communications means, in a system adapted to the 
size and complexity of normal operational requirements. Those activities 
include contacts with higher, lower, and adjacent governmental organi¬ 
zations, internal functions such as police, fire, rescue, medical health, 
welfare, public works, and utilities, as well as general administrative 
functions. Communication techniques may include telephone, teletype, 
radio, mail (both interoffice distribution and regular post office 
mailings), special messenger, and personal contact. This composite 
system benefits from the day-to-day continuity of operation, the famil¬ 
iarity of personnel with the overall structure and system, and by the 
establishment, either deliberate or implied, of standard operating 
procedures. 

In the event of a nuclear emergency, the necessity for most of 
these functional activities would continue; in many cases their support¬ 
ing communications requirements would be significantly increased. Super¬ 
imposed on the normal functional activities would be the requirement 
for the effective management and control of a large proportion of the 
civilian population hurriedly assembled in temporary, unfamiliar shelters 
for a period of unknown duration. Unlike the normal city functions, the 
management and support of the shelter and shelter complex headquarters 
(or other equivalent organizational structures) has no parallel in 
normal local government operations, thus posing some additional and 
unusual requirements. 

At the same time there is increased need for the collection and 
dissemination of weapons effects information, and more direct than usual 
tie-ins to local broadcast stations and nearby military fa ilities. 
Additionally, the possibility of receiving aid from nearby communities, 
which can be expected under other types of emergencies, is greatly 
decreased. 

The communications problem is further compounded by the possibility— 
in many cases a high probability—of serious reduction in normal 
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communication channels. There may l>o immediate destruction or darnugo 
due to nuclear blast, thermal etfoots, and possibly radiation. There may 
be delayed destruction or inoperability due to [ire, excessive fallout 
radiation, loss of electrical power, lack oi personnel at nonautomatic 
facilities, lack of maintenance, deterioration of equipment from over¬ 
load, and other factors, possibly including panic, riot, looting, and 
sabotage. The mobility of people and vehicles may be severely curtailed 
or prohibited by damage to bridges, tunnels, -oads, and by debris, fire, 
and/or radiation intensity. 

The resultant increased and critical need for communications, at a 
time when there is a strong possibility of the loss or severe damage to 
many normal communication facilities, highlights the severe problem that 
must be faced.* This emphasizes the absolute necessity for providing 

( l) Realistic evaluation of the anticipated local situation, 

(2) Adequate planning for an effective emergency communications 
sys tern, 

(3) Timely implementation of the plan in terms of equipment, 
materiel and facilities, and emergency operational procedures, 
and 

(4) Tests and exercises to ensure that the proposed system is adequate 
and effective in fulfilling the anticipated requirement. 


* There are a number of references that will be helpful in the study 
and development of the local communications system. The Systems 
Development Corporation of Santa Monica recently completed, under 
OCD contract, communication resources studies for eight specified 
communities. 2-11 Gautney and Jones, consulting engineering firm of 
Washington, D.C., has completed a number of studies including a 
comprehensive analysis of the Montgomery County, Maryland situation 
entitled "Fallout Shelter Communication S udy." 12 

A recently completed study by the Electronic Industries Associ¬ 
ation (EIA) entitled "Report of EIA Land Mobile Section to the FCC 
Concerning Licenses Issued to the Land Mobile Radio Service," 13 
provides detailed information on geographic location of radio station 
licenses. In addition to emphasizing the problem of channel avail¬ 
ability, this report clearly establishes a very high correlation 
between population and radio equipment distribution. The 1965 edition 
of Radio Registry , Volumes I through IV, provides additional informa¬ 
tion from FCC sources on Industrial, Transportation, Business and 
Public Safety Radio Systems, including frequency, call signs, and 
locations. 14-17 
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C. AREAS FOR LOCAL CONSIDERATION 


Numerous variable factors will effect the development of the local 
civil defense structure and the related communications system. The more 
Important items include 

Organizatio n—the structure of the local governmental organiza¬ 
tion; 

Comm1tment —the degree of local commitment to civil defense 
planning and implementation (both philosophical and economic); 

Population --the density, distribution and mobility of the 
local population, and any day-to-night variation in distri¬ 
bution; 

Shelters -- the number, size, distribution and adequacy of 
public and private shelters. 

Topography --the effect of local terrain features--such as 
rivers and hills—on mobility and radio transmission; 

Existing Communication Facilities —public/private telephone 
and telegraph networks; public radio networks--local govern¬ 
ment, fire, police, utility, etc.; industrial or commercial 
radio equipment; private amateur or citizen band equipment; 
etc.; 

Radio Frequency Utillzation --the present and predicted usage 
of available radio frequency spectrum, and consideration of 
alternative use of local licensed channels, which might not 
otherwise be used during the shelter periods; 

Threat Appraisal —the estimated types and degree of damage 
anticipated for the community under a large-scale nuclear 
attack; 

External Factors —the requirements for communication with 
and possibilities of assistance from or to higher echelons 
of government, adjacent communities, nearby military instal¬ 
lations, etc. 

D. GENERALIZED COMMUNICATION SYSTEM MODEL 

Figure 1 provides a generalized representative model of a state 
civil defense emergency organizational structure. Of necessity, it 
contains many assumptions and approximations, and will not necessarily 
meet the specific requirements of any individual state or community; 
hcwever, it is a useful model in terms of providing a basis for displaying 
CD communication requirements. It presents a simplified model of the 
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U.S. population by community size, with representative distances between 
and within the related local governmental structures. 

It is recognized that in some areas a different number of organiza¬ 
tional levels viould be required or desired.* The postulated distances 
between organizational levels will differ significantly in some localities. 
The population and numbers and distribution of local government are based 
on 1960 census data. 

The model groups local government populations into four sizes: 
very large (greater than 500,000}, large to medium (25,000 to 500,000), 
small (2500 to 25,000), and very small and/or rural (less than 2500). 

This model is considered in greater detail in Appendix A in terras 
of communications requirements and networks. 

E. SURVIVABILITY 

The survivability of an Emergency Communication System is a subject 
that is both important and difficult of solution. Hie possible range of 
nuclear weapon and corollary effects is extreme. In order to provide 
adequate post-attack communications, the emergency communications system 
must have a capability to resist or recover from the attack effects 
commensurate with the protection available for the local population 
subjected to the attack. The cost of the communication system designed 
to operate in an environment that is normal except for fallout is vastly 
less than the cost of a system designed to withstand the full extent of 
nuclear attack. 

The survivability of the communication systems discussed herein has 
been an item of consideration, but the subject has not been dealt with 
in depth. For direct target areas it is presumed that if protection for 
the population from the thermal, fallout, and blast effects of nuclear 
weapons, is provided then provision will also be made for survivable 
communications system. Buried wire lines, protected radio and telephone 

* For instance, larger states may use state areas or similar entities 
between the state and county EOC's; similarly large cities may have 
intermediate EOC's. 
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equipment, re-ereotable or protected raisable antennas, and adeouate 
protected emergency power sources are major considerations. The cost of 
providing protection for the communication system will be substantial in 
dollars but will normally represent only a modest increment in the total 
cost of providing hardened population shelter facilities. 

For fallout only are«s, the primary communication problems are 
providing relatively conventional and generally available communication 
equipment and f-c.nties at the shelter areas, providing for the continued 
operation of the telephone system, and ensuring adequate level and distribu¬ 
tion of power for their operation. 

The intermediate areas, those experiencing peripheral blast and 
thermal effects, fallout, and influx of survivors from and aid to direct 
target areas, present a number of challenging problems. The possible 
range of weapons effects is large; thus, the contingencies that must be 
considered in planning and implementing the requisite communication system 
are vast. Dispersion, hardening, or provision for re-establishment of 
antenna systems (including transmission lines) po*t-attack, together with 
adequate protection of the radio equipments and emergency power supplies, 
will permit establishment of radio links. Buried '••re lines directly 
interconnecting shelter areas, or interconnections through adequately 
protected local exchange buildings, again with adequate provision for 
emergency power, will provide reasonable probability of a wire communica¬ 
tion capability. 
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IV RADIO COMMUNICATIONS 

A. FACILITIES OF GENERAL INTEREST 

1. General 

The bulk of radio equipment of interest to local Civilian Defense 
operations falls into the FCC category of Safety and Special Radio Services. 
This category includes the Amateur and Disaster Services ( including RACES), 
Citizens Service, Industrial Services, Land Transportation Services, Public 
Safety Services, and Marine and Aviation Services. Table I lists the 
number of station licenses and number of transmitters in each of these 
services for the fiscal years ending June 1962, 1963, and 1964. The 
table also shows the increase in transmitters during these periods, ,.o 
provide an indication of absolute and relative growth rates. A station 
license generally covers a base station and various mobile units. For 
the 1964 data, the average number of transmitters per station license, 
rounded to the nearest integer, is listed. This is an indication of the 
average numbers of units netted together. 

Industrial services include business, forest products, industrial 
radio location, manufacturer, motion picture, petroleum, power, relay, 
press, special industrial, and telephone maintenance services. Land 
transportation services include automobile emergency, interurban passenger, 
interurban property, railroad, taxicabs, urban passenger, and urban 
property radios. (See Part A-4, this section.) Public safety services 
include fire, forest conservation, highway maintenance, local govern¬ 
ment, police, special emergency, and state guard. (See Part A-5, this 
section.) 

Marine and aviation services are not particularly suitable or avail¬ 
able for the general emergency CD commun .cations requirements covered 
herein. Reference 12 (page 73) states that the frequency assignments 
for these services would be pre-empted in the event of nuclear emergency. 
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Source: FCC Annual Reports 1962, 1963 and 1964 













The citizens service is discussed in Part A-3, this Section. 

The normal amateur service would in all likelihood be suspended 
during a nuclear emergency. The amateur operators should be utilized in 
implementing RACES. (See part A-2 of this section.) 

The Disaster Communications Service (Part 20 of the FCC Rules and 
Regulations) was established for emergency operations. The only frequency 
band available to this service (1750 to 1800 kHz) is more suitable for 
longer distance communications, such as county-to-state, and is not 
generally appropriate for local communications requirements. 

2. Radio Amateur Civil Emergency Services (RACES) 

The Radio Amateur Civil Emergency Service (RACES) is established 
under FCC rules and regulations solely for the purpose of providing a 
basis for amateur radio operators to participate in civil defense emer¬ 
gency communication. They operate in specifically designated segments 
of the regularly allocated amateur frequency bands under the direction 
of authorized local, regional, or fedeial civil defense officials, 
pursuant to approved civil defense communications plans. 18 ’ 19 Reference 
12 mentions "...the probable pre-emption of all amateur frequencies 
(possibly including RACES), by the Armed Forces" (p. 55). The emascula¬ 
tion of RACES during the emergency for which it is constituted is incon¬ 
ceivable. This situation needs prompt clarification. 

Ham radio operators have repeatedly proved their value in providing 
emergency communications. The amateur operators' experience, training, 
and demonstrated willingness to provide a public service under emergency 
conditions is a valuable resource that should be utilized in CD plans 
and operations. 

Reference 20, the 0CD frequency communication plan for RACES, delin¬ 
eates the frequencies available and the levels of operation at which they 
may be used. The assignment and coordination of local communication 
channels within the RACES system is delegated to each state. 

As of mid-1984 there were 16,000 RACES station licenses covering 
33,000 transmitters. 
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The use of the RACES would appear to be most appropriate in the 
longer distance communications, i,e., citv/eounty to state (in fact, 

RACES is essentially the only service within the Safety and Special Radio 
Servi*. :s generally suitable for these longer-range radio communications) , 
and in covering some of the communications requirements peculiar to the 
nuclear attack situation such as military liaison, communication with 
the E3S station, weapons effects monitoring, communication with adjacent 
communities, etc. 

3. Citizen Band Service 

The citizen band service is designated to provide private short- 
distance radio communications service for the business or personal 
activities of licensed citizens, with minimal licensing requirements. 21 
There are four classes of stations: Classes A and B may be operated on 
48 channels in the 460-470 MHz band, limited to input powers of 60 W 
and 5 W for Classes A and B, respectively. Class C, for control of 
remote objects or devices, is not of general interest for civil defense 
purposes. Class D stations are limited to 5 W input power and operate 
on 23 channels in the 2?-MHz region. Class D service represents the 
great bulk (over 80 percent as of 1962) of citizen band equipment. 

Class A and B station equipment represents an excellent supplemental 
source of potential emergency communication capability for shelter-SCH- 
city/county operations. The extremely widespread availability of Class D 
equipment and the limited number of channels available, together with the 
relatively long-range propagation characteristics of its frequency band, 
probably represent more of a problem than a solution to the CD communica¬ 
tions requirement. Table I shows that almost 700,000 of the 1,400,000 
station licenses in Safety and Special Radio Services are for citizen 
band stations and that almost 2.2 million of the 4.9 million transmitters 
are in this service, almost half of the total number of both stations 
and equipments. Furthermore, about 80 percent of the new transmitters 
licensed during fiscal 1964 were in the citizen band service, with the 
addition of over 750,000 units. Thus the present size of this; equipment 
pool must be approximately 3 million transceiver units, about 2-1/2 million 
of which would be sharing the 23 channels in the Class D service. On 
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top of this, the FCC license regulations permit unlicensed operation of 
IDO mW or lower power transceivers on the same 23 channels and vast 
quantities of such equipment, many in the $5 to $75 per set range, have 
been sold in recent years.Thus the competition for channel space in 
this band is intense, and the possibility of reasonably interference-free 
communication is unlikely. 

While one can predict reasonable control and usage in an emergency 
of the Amateur and Disaster, Industrial, Land Transportation, Public 
Safety, and Marine and Aviation Services equipment, the control during 
an emergency of the widely dispersed and individually owned citizen band 
equipment represents an almost insurmountable problem. Thus, planned 
use of the Class D citizen band equipment for nuclear emergency communica¬ 
tions would not appear to be desirable. 

During the next five years, the 11-year sunspot activity cycle will 
go through a maximum and markedly increase the possibility of reception 
of low power transmissions over long distances. This will result in 
further increasing the interference level in the 27-MHz band, due to 
longer range propagation characteristics attributable to sunspot activity. 

4, Industrial and Land Transportation Services 

These services represent a large potential source of commercial 
owned and operated radio communications equipment, portions of which 
would be useful for supplemental emergency communications. This would 
require voluntary cooperation on the part of the equipment owners, and 
thus realistic and effective preplanning of the proposed usage and 
requisite distribution of the equipment during the emergency period is 
essential, 

5, Public Safety Services 

The Public Safety Radio Service is the main basis for local govern¬ 
ment radio communications, and should be fully exploited in establishing 


* Electronic News for Jan 3, 1966 reports a figure of 1.9 million CB 
transceiver imports from Japan during the first six months of 1965, 
four times the imports of the similar 1964 period. 
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emergency cosiBunlrations. The two largest users of these services—Police 
ami Firo~-wi.ll presumably be fully utilized in their established functions 
during an emergency (which might include weapons effects monitoring). 

Use of the local government radio service is increasing; this service 
provides an excellent base for a broad range at emergency communications, 
with the added advantage that it can be used for CD drills and exercises, 
a feature not permissible under most other Safety and Special Radio 
Services. 

6. All/KM/TV Broa d cast 

The need for battery-operated AM-FM broadcast radio receivers in all 
shelters is well covered in the existing literature. Recently, signifi¬ 
cant and increasing numbers of transistorized television receivers have 
become available, initially with smaller size screens, and particularly 
for battery-operated portable sets. Although adequate data for accurate 
prediction of numbers of such receivers is lacking, it appears reasonable 
to estimate that on the order of 1 million battery operated portable TV 
sets might exist throughout the country circa 1970, and even larger 
numbers of partially transistorized TV receivers, with resultant reduced 
operating power requirements. The information, educational and training, 
and entertainment potential from television service during a shelter 
period is tremendous and it would appear appropriate to look toward the 
implementation of this capability in future planning. This entails 
providing for the continuation or re-establishment of local TV broadcast 
capability, to include operator fallout protection, emergency power, and 
in some instances an erectable or hardened antenna as well as advance 
provision for suitable program material. At the shelters it would 
require providing suitable antennas and transmission lines, power source 
for the receivers, and either stocking of receivers in the shelter areas, 
or provision for bringing existing sets into the shelter at the advent 
of the emergency period. 

7. Public Land-Mobile Radio Service 

"Car telephone" service provides another potential communication 
channel for emergency service, although it is available only in specific 
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areas throughout the country, and tn limited numbers (less than 18,000 car 
phones as of mid-1964}, The recently announced Improved Mobile Telephone 
Service ( IMTS) , capable of providing up to 1.1 channels of automatic dial 
service, should enhance the growth rate, and augments a trend toward 
automatic unattended operation, more appropriate for the anticipated 
emergency requirements. 

8. Microwave Relay 

The use of microwave relays for transmitting large volumes of informa¬ 
tion over both short- and long-distance paths is increasing. For the 
local traffic volumes predicted in the Requirements Study, the installation 
of microwave relays for CD emergency use alone is not indicated. In 
general, the cost would be one or more orders of magnitude greater than 
for single channel, point-to-point communication equipment. Where such 
microwave relay systems are available as part of existing communications 
systems, and where there appears to be a high probability of survival 
and continued operation throughout the emergency period, their incorpora¬ 
tion into the emergency communications system would be desirable. 

If the requirement for rapid transmission of displays, facsimile, or 
other high-information-content messages is established, the use of micro- 
wave transmission should be considered. 

9. Broadband Multiple Random-Access 
Radio Communication System 

Several recent studies of broadband, multiple-party-access, discrete- 
address communication systems based on new technology and operating 
procedures have resulted in new communication concepts. These are referred 
to in the literature variously as RADAS, 22 MADA, 23 and RADEM, etc. These 
communication concepts are oriented particularly to situations where users 
are randomly distributed geographically, with low usage requirements and 
where communications must be implemented quickly without regard to trunk¬ 
ing, fixed networks, or switches. This approach involves the integration 
of message processing, message, and addressing information, and the shar¬ 
ing of a wideband channel. 
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Circuit complexity is increased several-fold over convent ional 
cofluounteatIons equipment. However, the Hulk of Uiu incremental circuitry 
is digital in nature, and thus a prime candidate for the rapidly develop¬ 
ing Integrated circuit technology. Thfs implies small size and Weight, 
low power, economical, highly reliable circuit implementation. 

This communications approach is s;ill in a relatively early phase 
of development and is not expected to be in widespread use within the 
circa 1970 time period. It could be a significant factor in the communica¬ 
tions field by 1975, but any plans for CD use of this potential communica¬ 
tions medium should be preceded by further evaluation, 

B. GENERAL TRENDS IN RADIO 

There are a number of clear trends in the radio communications field 
which will generally prove beneficial to the CD emergency requirements. 

Growth —The Safety and Special Radio Service licensing records 
indicate an annual growth rate of radio transmitters in service, in 
addition to the Class D citizen band equipment, of about 300,000 units 
per year. While some of these units are for replacement of worn out or 
obsolescent systems, there is a substantial net increase in available 
equipment. This growth rate will be curtailed by spectrum crowding 
unless additional frequencies are provided. 

Transistorization —The use of transistors and other solid-state 
devices in these types of radio equipment goes back many years, starting 
first with the power units and receivers. In currently available equip¬ 
ment, portions (and in some cases all) of the transmitter circuitry are 
also transistorized. Generally, the higher frequency/or higher powered 
equipments still use vacuum tubes in the frequency multiplier, modulation, 
and final amplifier stages. Completely transistorized low- and medium- 
power mobile units are now widely available. This has resulted in reduced 
size and weight, and more significantly, in reduced power requirements 
and increased reliability, with resultant decrease in maintenance costs, 
and no significant increase in procurement costs. 

Channel Availability —Channel splitting and the development of more 
economical equipment in the VHF and UHF bands have helped in providing 
additional communications channels. In spite of this, in most high- 
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population-density areas, the limited number oi' available channels is, 
anti will continue to be, a very significant problem. 

Equipment Replacement --Manufacturers report a seven to ten year 
replacement cycle for communications equipment. This is occasioned by 
advances such as transistorization of equipment, availability of more 
suitable frequency and/or power capability economically, improved noise 
reduction and coded addressing circuitry, etc. Thus within the next 
few years, the majority of the operational equipment in the field will 
be at least partially transistorized, with the resultant benefits in 
terms of reliability and power requirement. 

C. RADIO COMMUNICATIONS 

This portion of the report is a review and evaluation of two-way 
radio communication suitable for use throughout a state, under emergency 
conditions. Factors considered include: 

(1) Nuclear detonation effects upon emergency radio communication, 

(2) Radio systems that are feasible for this type of operation, 

(3) Radio engineering factors that need to be weighed, 

(4) Cost and availability of suitable equipment, 

(5) Pertinent FCC regulations, and 

(6) Operator considerations. 

Two-way radio can provide a back-up communication system that would 
be put into service in the event that the telephone system becomes 
unusable as the result of a nuclear attack or other emergency condition, 
or to supplement the telephone system if operating. Within a county, 
communication is needed between shelters and the shelter complex head¬ 
quarters (a few tenths of a mile), between complex headquarters and the 
city/county EOC (4 to 15 miles), and between a city/county EOC and the 
state EOC (perhaps a distance averaging 100 miles). The assumed model 
for this communications network is shown in block-diagram form in Fig. 1 

The nature of the messages to be transmitted, viz., content, priori 
ties, format, etc., is not of concern here. 
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1. Effects of Nuclear Detonation 
on Radio Communication 

The energy produced by a nuclear detonation is divided into three 
components; nuclear radiation, thermal radiation, and blast and shock. 

The thermal and nuclear radiation energies are not of primary importance 
to radio communication in this review since electronic equipment has 
considerably greater tolerance to radiation than does a human. Radio 
equipment located in a shelter occupied by people will be adequately 
projected from radiation. Equipment outside a shelter may receive as 
much as 1000 times as much radiation a. a humar inside the shelter, but 
this amount still is below the threshold of damage for the equipment,* 
Furthermore, the effects of radiation upon the propagation of radio 
energy is negligible for the frequencies and distances we are concerned 
with, 24 

The effects of blast and shock upon radio systems need to be 
considered since a human can tolerate up to 45 psi overpressure, and 
electronic equipment and antennas can tolerate about 5 psi. 24-26 Existing 
structure shelters will have a wide variation in blast resistance. If the 
shelter car. withstand more than 5 psi, then hardening the radio equipment 
is a reasonable step to take. (For reference purposes, houses are 
generally damaged beyond repair at an overpressure of 5 psi. 24 ) 

Antenna towers present a special problem when one considers suscepti¬ 
bility to blast damage. In tests conducted in Nevada in 1955, an antenna 
tower that was guyed withstood 5 psi overpressure without sustaining 
damage, while an unguyed tower was damaged and unusable. 24 In many 
instances commercially available guyed antenna and antenna towers are 
adequate for shelter use. The fact that antennas are outside the building 
means that they could be damaged by missiles and falling objects, even 
though no direct blast damage is sustained. Furthermore, if the shelter 
is in the basement or inner rooms of a building that is of sturdy 


* Short-term exposure to 600 Roetgens of gamma radiation is lethal 
to man while most electronic equipment can tolerate 10 6 Roentgens 
(Teflon fails at 1C^), 
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construction, the shelter could withstand more overpressure than the 
antenna and antenna tower. This situation puts antennas in a rather 
unpredictable position as far as blast damage is concerned; in some 
cases they will sustain damage and in some they will not. 

It is possible to harden antennas so that they can withstand high 
overpressures. This is expensive to do, and is generally not warranted. 

An intermediate approach has been proposed wherein quick-erect antennas 
3re used. 27 These antenna structures are stored in the building and 
then quickly assembled and erected in the event of an emergency. This 
approach is applicable to a shelter that will withstand more than 5 psi 
overpressure, but must be considered in terms of the predicted fallout 
timing and level. Another type of erectable emergency antenna consists 
of an inflatable balloon supporting a length of wire. The gas for the 
balloon could be obtained from a pressure bottle, or a chemical gas 
generator, (such as Signal Corp. generator M-315-b) designed for this 
purpose. This latter system is used by the Navy as part of an emergency 
transmitter, designed AN/CRT-3 (Gibson Girl). 

For the typical shelter, a well-constructed antenna is adequate, 
but it is prudent to consider an alternative unit (or units). This 
might take the form of several whip antennas place 1 at different locations 
on the shelter building; each antenna would have a separate lead-in 
transmission line. If one antenna were damaged, connection could be 
made inside the shelter to another antenna. If the main antenna structure 
is at all complex, it may not be economical to have identical redundant 
antenna units, but some emergency provision can be provided without 
excessive cost. 

2. Radio Engineering Considerations 
a. Frequency 

The operating frequency of a transmitter/receiver system 
determines many factors in the design of the antenna and the electronic 
equipment. Two important factors, the amount of power required to 
operate the system and the cost of securing and installing the system, 
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are strongly affected by frequency. The main frequency bands that merit 
evaluation for our purposes are the high-frequency (HF) band (3-30 Jfflz), 
the very-high-frequency (VHF) band (30-300 MHz), and the ultra-high- 
frequency (UHF) band (300-3000 MHz). The cost of two-way radio system 
designed for use above 3000 MHz or below 3 MHz is prohibitive for this 
application. 

The HF band is currently used extensively for communication between 
points between 500 and 5000 miles apart. For these distances sky-wave 
propagation is required. In this mode of operation radio frequency 
energy from the transmitter is reflected back to the earth by the iono¬ 
sphere . 

The earth's ionosphere, an ionized region that surrounds the earth 
and comprises free electrons, positive ions and negative ions, is 
significantly influenced by the emission of solar radiations. These 
solar radiations have an observed correlation with the characteristics 
of the sunspots. The general level of sunspot activity varies with 
time and has peaks that occur at approximately 11 year intervals (the 
next maximum is expected in 1969-1970). Long distance sky-wave propaga¬ 
tion is enhanced by sunspot activity, and in particular, there is a 
significant sky-wave component for 30-MHz wave propagation. The iono¬ 
sphere is affected by nuclear detonation, and these detonations can 
disrupt communications that rely on this propagation mode.* 4 

Most of the communication links that we are concerned with here are 
for comparatively short distances and therefore do not rely upon iono¬ 
spheric reflections. However, even in short line-of-sight links these 
reflections cannot be ignored, as they can be a source of interference. 
Furthermore, it is conceivable that the reflections that result from an 
Intended line-of-sight link could allow monitoring of messages by a 
foreign power, and thereby become a means for obtaining intelligence 
information. The effect of reflections and, in addition, the large 
antennas that are required by these frequencies make the HF band undesir¬ 
able for use in local civil defense emergency communications except 
possibly for the upper end of the band. 
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The VHF and UHF bands appear to be the be,t ones for local civil 
defense purposes. Hie normal propagation mode for VHF and UHF is line 
of sight; the radiated energy that goes skyward normally penetrates the 
ionosphere and escapes from the earth, (in some systems, however, VHF 
is used for long-range propagation by relying upon the small amount of 
energy that is scattered back to earth by unusually intense regions of 
ionization.) 

In the UHF region it is possible to communicate beyond the horizon 
(to 500 miles) by making use cf tropospheric reflections. The tropo¬ 
sphere is that portion of the earth's atmosphere that is within 10 miles 
of the earth's surface. Nuclear detonations that alter the ionosphere 
do not disturb the troposphere. A detonation located between radio 
transmitting and receiving stations could disrupt communications for a 
few seconds; except for this condition, tropospheric communication is 
immune to detonation effects. 24 

Within the VHF and UHF bands there is a considerable amount of 
freedom in frequency selection as far as propagation characteristics are 
concerned. In general, the higher the frequency the greater the propaga¬ 
tion path loss. 28 This is caused by reflections and the resulting 
absorption and change in wave polarization. The surroundings, e.g., 
buildings, trees, brush and hills, all contribute to path loss, and for 
this reason it is impossible to give specific loss values without measure¬ 
ments on site. Furthermore, since the nuclear fallout conditions that 
we postulate could be near regions sustaining considerable blast damage, 
structures that cause reflections and absorptions under test conditions 
may not be present under actual use of the radio link. This fact along 
with others indicates that an emergency radio system should have a large 
margin of safety in signal level.* The price paid for this margin is 
higher initial dollar cost and greater power consumption. This trade-off 
must be evaluated for each individual network, and should also be studied 
in more general terms in future research. 

* However, it is important to use only the minimum necessary transmitted 
power for each communications channel, to minimize interference with 
other networks, and to reduce operating power requirements. 
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Tile question of noise i evel enters in the selection of operating 
frequencies because the noise present at a receiver input is a function 
of frequency. The sources oi noise that we are concerned with are the 
same ones that are present in any communications link, man-made noise, 
electrical storms, interstellar sources, and the radio system itself. 

The noise received by an antenna generally decreases with increasing 
frequency; this occurs for two reasons, first because the higher the 
frequency the smaller the amount of energy returned to the earth from 
the ionosphere, and second, there are not as mai.y sources that generate 
high frequencies as there are in lower-frequency regions. 

A unique noise source that accompanies a detonation is designated 
EMP*for electromagnetic pulse). EMP is present at the time of a chemical 
or a nuclear detonation, but fortunately it gives rise to only a brief 
noise signal at the receiver. The radio sensitive characteristics of EMP 
resemble those of "static" caused by lightning. Recently developed 
information on EMP is classified, and is not covered in this report. 

Noise sources within the radio system itself that we consider briefly 
are cross-modulation and co-channel noise. The latter "noise" results 
from several transmitters using the same frequency. Reduction in the 
number of transmitters using the same frequency and appropriate radio 
operator procedures are obvious methods to reduce co-channel noise. To 
achieve reduction of the numbers of users of a frequency really means 
that more of the spectrum needs to be assigned by the FCC to mobile 
communications users. A recent study emphasizes this problem by making 
an analysis of channel usage throughout the nation. 13 From this study 
we have compiled Table H, indicating to some extent the channel crowd¬ 
ing that exists today. This situation can oi.ly get worse unless signif¬ 
icantly more channels are made available. 

Cross modulation can occur when two received signals have carriers 
that do not differ greatly in frequency. The modulation of an undesired 
signal can become superimposed upon the desired modulation by the action 


* The EMP may also be sufficiently Intense 


to damage radio components. 
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Table II 

NUMBER OF LICENSED TRANSMITTERS PER MHz BANDWIDTH AS OF JUNE 1963 



FREQUENCY BAND 

Service 

30-50 MHz* 

— 

150.8-162 MHzt 

450-460 &fiiz3 

Public Safety 

1,810 

39,336 

1,974 

Industrial 

2,740 

40,236 

5,990 

Land Transportation 

189 

35,114 

2,033 

Ci tizens 

1 

1 

— 

4,242 

Common Carrier 

1,228 

54,725 

7,794 

TOTAL 

5,967 

169,411 

22,033 


* Includes a few transmitters between 25 and 30 MHz 
| Includes a few transmitters between 162 and 170 MHz 
3 Includes a few transmitters between 460 and 470 MHz 

of nonlinearities within the receiver. Improved receiver design and 
greater spacing between assigned frequencies are solutions to this 
interference. A consideration bearing upon cross modulation as a noise 
problem is the fact that during fallout condition many of the communica¬ 
tion links normally used by industry would not be operating. Likewise 
we anticipate that other man-made noise sources would be reduced or 
silenced in such an emergency situation (although the converse could 
also be true). 

The noise that must be overridden by the desired signal is another 
factor, like path loss, that is variable from one location to another. 

A study of noise and path loss in New York City showed that noise level 
decreased as frequency increased from 100 MHz to about 600 MHz, while 
in a rural area the opposite was true. In the rural area the noise 
level was determined by internal noise generated within the receiver. 

In the New York area the combined effects of path loss and noise genera¬ 
tion showed that the 500-MHz region was the optimum frequency. 2 ® 
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On the basis of the above discussion, channel availability, and other 
factors to be discussed later in this report, we conclude that frequencies 
between 50 and 500 MHz should be given first consideration, and that 
limited use can be made of frequencies as low as 27 MHz (citizens band) 
and as high as 1000 MHz. 

b. A ntennas and Transmission Lines 

The antenna design characteristics that are important in the 
typical mobile communication system for police departments, fire depart¬ 
ments, taxi companies, etc. are likewise important for a shelter communica¬ 
tions network. The characteristics that we have in mind here are: gain, 
directivity, noise rejection, polarization, impedance, bandwidth, height, 
etc. In a shelter network, however, we see two distinctions that have 
importance: The transmitting and receiving stations are all stationary, 

and the displacement of the antenna relative to the transmitter/receiver 
may be considerably greater than in the normal vehicular installation. 

Because all antennas are stationary, the use of an asymmetrical 
radiation pattern is possible (and probably desirable) for the lower 
organizational echelon portions of the radio link.* A directed radiation 
pattern reduces interference, reduces the required level of received RF 
power, and reduces the amount of RF transmitter power required. All 
three of these reductions result in a decrease in prime power required 
to operate the system. Prime power is an important factor for operation 
under emergency conditions when normal power sources may be inoperative. 

Since the radiated energy in the UHF and VHF bands is propagated 
essentially in a straight line, the height of the antennas on both the 
transmitting and receiving end are important factors. As shown in Fig. 1 
the average distance between a shelter and shelter complex headquarters 
varies from 0.2 miles to 1 mile. For the next higher echelon, the distances 


* The ability to restructure the lower echelon communication network 
during an emergency is limited if directional antennas are used. In 
this context it should be borne in mind that the radio link is only 
a backup in this system and not the primary means for communication. 
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vary from 5 miles to 15 miles, and for the highest echelon this average 
distance is estimated to be 100 miles. Table LI, taken from Ref. 25, 


Table III 

DISTANCE TO RADIO HORIZON LINE 
FOR DIFFERENT ANTENNA HEIGHTS 


Antenna Height 
(ft) 

Radio Horizon Distances 
(miles) 

5 

3.2 

10 

4.5 

25 

7 

50 

10 

100 

14 


shows the horizon distance as a function of antenna height for smooth 
earth. Note that for equal antenna heights the maximum transmission 
distance possible is twice the distance to the horizon. It is also 
significant to note that the radio horizon is somewhat greater than the 
optical horizon because of the slight bending of radio waves. This 
bending is caused by the gradient in the dielectric constant of the 
atmosphere. 29 

An estimate of the relationship of antenna height, power output, 
frequency and nominal range of transmission can be obtained from Table IV, 
taken from Ref. 30. In Refs. 31 and 32 a series of nomographs and other 
useful information are given relating height, power, distance, and fre¬ 
quency . 

The tables indicate that the distances for communication between 
echelons are compatible with the VHF and UHF capability except possibly 
for the link between the state EOC and city/county EOC's. Hie use of a 
high tower and an antenna with gain on both transmitting and receiving 
ends of the line will increase the coverage beyond that indicated in 
Table IV. To get coverage in some state to city/county links* it may 

* Some physically large states may insert state area organizations between 
state and city/county organizations, thus reducing the transmission 
distance requirements. 
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Table IV 


NOMINAL MOBILE COVERAGE VALID FOR SMOOTH EARTH 
USING DIPOLE BASE-STATION ANTENNA AND QUARTER-WAVE MOBILE WHIP 


RF 



Range (miles)* for 
and Antenna 

Frequency Band 
Height 5 



Powert 

(Watts) 


25-50 

MHz 


150-174 

MHz 


450-470 MHz 


50* 

100' 

150' 

300' 

50* 100* 150’ 

300’ 

50* 

100’ 

150* 

300* 

10 

15 

19 

22 

30 

11 14 

16 

21 

8 

10 

12 

16 

30 

18 

21 

28 

37 

13 17 

20 

26 

10 

13 

15 

19 

GO 

21 

27 

32 

43 

15 29 

23 

30 

11 

14 

17 

22 

100 

23 

31 

36 

48 

16 21 

25 

33 

12 

16 

19 

24 

250 

27 

37 

43 

58 

19 26 

29 

37 

14 

18 

22 

27 


* Each dB gain adds about 5$; each dB loss subtracts about 5% 
from basic range. 

t Doubling power adds 3 dB, a five-fold increase adds 7 dB, a 
ten-fold increase 10 dB. 
i Doubling antenna height adds 6 dB. 

be necessary to use high-power transmitters and rely on tropospheric 
propagation, to use state microwave relays if they exist, or go to fre¬ 
quencies below VHP. As stated earlier, HF propagation can be temporarily 
interrupted by nuclear detonation. 

The possible interception of messages transmitted in the HF band 
has additional significance in this instance, since we are considering 
the city/county-to-state EOC link. At this organization level the 
content of the messages is more likely to comprise intelligence informa¬ 
tion of value to the enemy than would messages between lower echelons, 
and the longer propagation characteristics may increase the opportunity 
for interception. 

Other alternatives for beyond-line-of-sight propagation involve the 
use of different frequencies for day and night transmission, use of 
passive reflectors (perhaps balloon supported), use of unmanned repeater 
stations, and use of the city/county EOC's as relay points. The best 
system for this situation is highly dependent upon local conditions, 


34 














e.g., topography, and will ultimately be made on the basis of economic 
factors, 

As this discussion of state to city/county link indicates, Tables III 
and IV are useful for preliminary planning and estimating purposes, but 
on-site examination by qualified personnel is essential for any serious 
system planning. 

The transmission lines problems to be solved are the standard ones. 
Nuclear radiation and blast effects are not detrimental to transmission 
lines in the fallout-only or low-blast regions (barring a direct hit by 
debris on an exposed section of line). The length of the transmission 
lines may tend to be longer in CD installations, and this is a disadvan¬ 
tage. The increase in length arises because a shelter is often located 
in a basement or other internal area rather than on upper floors or outer 
sections of the building. Also, in adapting mobile equipment for CD 
emergency operation, portions of the system will probably be removed from 
the vehicle and taken into the shelter as discussed subsequently. In 
some adaptions the antenna remains on the vehicle and the transceiver 
unit is removed to the shelter; this requires a longer than normal line. 

A long line has more radio frequency losses than a short one, and obviously 
costs more money. The cost of the transmission line can be a significant 
fraction of the total system cost (cost per foot varies from 5/ to 4.0d 
depending on type, quality, and quantity). 

For a given length of transmission line, the loss is dependent 
upon the type of line used. This loss is a design parameter that can 
be readily determined for each installation. As a rule of thumb it has 
been stated that transmission line length should not exceed 500 ft in 
the 25-50 MHz range, 250 ft in the 150-174 MHz range, and 125 ft in the 
450-470 MHz range. 3a ^ In Fig. 2 the attenuation for several coaxial 
cables is given as a function of frequency. 34 

c. Modulation 

Two methods of modulation are suitable for CD communications, 
frequency modulation (FM), and amplitude modulation (AM). Single¬ 
sideband modulation (SSB) is presently used in some amateur and RACES 
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equipment) but is not considered generally suitable for the bulk of local 
CD communication requirements because of stability and cost factors, 
particularly ir. the frequencies of prime interest. Pulse modulation for 
Morse code transmission is not generally suitable because of the message 
capability limitations it imposes and the problems associated with operator 
training. 

FM is widely used in mobile communication systems for industrial 
and government functions. By comparison with AM, FM has less flutter 
resulting from motion of a mobile unit, FM receivers have a better signal- 
to-noise ratio, and a "capture" effect, which aids in discriminating 
between two signals having the same carrier frequency. This capture 
effect increases the number of stations that can be in close proximity 
and more than offsets the somewhat greater channel width required by 
FM. 33 On the other hand, AM equipment is simpler and therefore less 
expensive and easier to maintain than FM. The CD requirements are 
primarily for fixed point-to-point links, the flutter elimination is of 
little consequence (except possibly in a region of frequent airplane 
traffic). The use of antennas having directed radiation patterns is 
possible in point-to-point links and desirable from several aspects as 
noted above. If such antennas are used, the desirability of the capture 
effect decreases. Lastly, the noise-limiting capability of AM circuitry 
has been increased in the past few years and will probably be further 
improved in the future. 

The three main advantages that are typically attributed to FM are 
of reduced importance for CD emergency applications. These factors 
deserve further consideration, and other factors, such as compatibility 
with the present use of FM by most Safety and Special Service equipments 
should be brought into focus through further investigation, as a part 
of studies of CD radio equipment development. 

d. Electronic Equipment Characteristics 

There are several features of transmitters and receivers in 
addition to those already covered in other sections that need to be 
highlighted, namely, reliability, efficiency and power sources, oper¬ 
ability, and adaptability of mobile equipment. Perhaps the most 
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important of theso is reliability because of the conditions that would 
accompany any need to use the communication link in a fallout emergency. 
This is particularly true for the postulated model shown in Fig. A-l, 
since only a single radio link is planned between lower level echelons. 

The fact that the links used in the upper echelons may be an integral 
part of normal nonemergency local government communication networks puts 
these stations in a different category than those between shelters and 
shelter complex headquarters. The pre-emergency use of these latter 
stations will probably be only in infrequent drills. An important feature 
of these drills should be to determine the performance status of this 
radio equipment. The equipment used for daily government functions will 
presumably be maintained in operating condition as a result of this daily 
use. However, if. may be necessary in some cases to place more rigid 
requirements upon the maintenance of this dual-function equipment than 
are normally placed on this type of equipment. A specific aspect of this 
is the necessity for operation of the equipment when the normal electrical 
power sources have failed. The power sources intended for use in civil 
emergency situations probably would not be required for carrying ou 
nonemergency government functions and therefore routine provisions hould 
be made for their maintenance. 

Reliability is a matter of concern not only for maintenance but 
also in the initial design of equipment. The use of transistors ir at 
least the low-level stages of the transmitter and throughout the receiver 
is a logical step in attaining high reliability. Conditions preva ing 
during storage are important and have reliability implications in ae 
initial design. In a basement shelter, for example, dampness can :ause 
corrosion. Mechanical and electrical specifications ol electrons equip¬ 
ment for fallout shelter use have been developed as a part of a ri cent 
study for OCD. 34 

Efficiency has greater emphasis placed upon it for this civil 
defense application than is often the case, because of limited energy 
available from emergency power sources. Here, as in the reliability 
considerations, the use o f transistors is a logical stipulation. _"n the 
design of the transmitter a standby operational state is essential as 
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a power savings means. For the receiver, a jack could be provided so 
that headphones can be used, with the output stage power disconnected. 

Both the transmitter and receiver units should be capable of opera¬ 
tion from direct current sources as well as 110 volt alternating current. 
Batteries of the type used in automobiles appear well suited for emer¬ 
gency purposes from several points of view, e.g., cost, durability, and 
availability. An interes'.ng aspect of the availability is that there 
will undoubtedly be many itteries that can be removed from nearby autos 
when brief emergence from the shelter is possible, and also before taking 
shelter if sufficient warning lias been given. It is possible to maintain 
a battery in a charged condition for the type of service anticipated 
through the use of a generator operated manually. 35 It is also possible 
to secure batteries with a built-in charging unit th~‘ operates from 
110 Vac. 12 Still another attractive possibility <> u;e dry-charge 
batteries that are filled with an activator flui., '•..fore being put into 
service. A 10-year storage life has been estimated for batteries of this 
type that are sealed against dust and moisture. 34 Using these dry-charge 
batteries it is possible to supply power to a small ( 10 W RF) transmitter 
and receiver for the two-week shelter period without any recharging 
provision. We estimate that two or three high capacity batteries 
(70 Ah, 12 V) are sufficient for this purpose. For those shelter-to- 
shelter-headquarters links requiring only a few watts of RF power, one 
battery should be adequate. (Because of the heavy reliance we are suggest¬ 
ing cn the use of auto batteries it is appropriate to note here that 
batteries have been tested and found apparently unharmed by a nuclear 
detonation causing 5 psi overpressure.) 24 

In an acute emergency situation requiring makeshift measures, it 
is possible to make batteries out of household chemicals. This and 
other improvised power sources have been investigated and are reported 
in Ref. 36. 

The operation of electronic equipment, for the emergency conditions 
postulated here, must be simple and foolproof. This requirement is 
especially meaningful on the shelter level, where there is little 
assurance that a licensed operator or anyone with a technical background 
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will be present. Tuning should be accomplished by a single channel 
selector switch. Two or three crystal-controlled channels seem adequate. 
All other controls should be simple and clearly labeled. Brief operat¬ 
ing instructions should be permanently attached to the equipment itself. 

At the shelter complex headquarters level and higher echelons it is 
reasonable to assume a certain amount of operator training. At these 
higher levels, greater RF power is required, and, since the equipment is 
probably used for nonemex-gency government functions as well, we expect 
it to be moi*e sophisticated than the simple units in the shelters. 

The possibility of adapting existing mobile communication equip¬ 
ment for shelter communication networks has been studied (for a particular 
county). 35 A vehicle containing a mobile installation may be parked 
near the shelter and the transceiver controlled from the shelter via 
wire link. This is a feasible approach, and, in fact, the military 
has used this method for a number of years (e.g., the AN/GRC-3 through 8 
series). Remote control is possible over five miles of field wire. 

Another means of remote control is via a radio link. While this is 
technically feasible, it requires an additional low-power radio link and 
channel, and some re-transmission equipment at the mobile unit. This 
constitutes a "mobile" relay station, which is not permitted under many 
FCC licensing regulations. Again, this is a common capability in 
military equipment, such as that referred to above. 

A third approach is to remove the transmitter/receiver/power unit* 
from the vehicle (leaving the dashboard control unit in the car). The 
transmitter/receiver/power unit is taken into the shelter area where 
an auxiliary control panel, antenna and power source would be connected. 
This method presupposes that the transmitter/receiver unit is reasonably 
accessible and does not require much time for removal, a reasonable 
assumption in many cases. The auxiliary set of controls could be a 
unit attached to the transceiver itself for this emergency operation, 

* This refers to the unit developing and distributing the appropriate 
voltages to different portions of the transmitter/receiver, but not 
to the energy source (i.e., battery). 
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or one pre-installed in the shelter. This type of operation for certain 
mobile stations licensed under Public Safety Services is apparently 
acceptable to the FCC, provided that the transmitter is under the control 
of the licensee. 37 

3. Equipment Cost and Availability 

Quality citizens band equipment (class A, B) runs in the range of 
$ 100 to $300. Typical mobile transceiver equipment installed in vehicles 
might run $700 to $1200, and the associated base stations $1500 to $2500. 
Maintenance costs for a mobile station might approximate $7,00 per month 
per station with a trend toward $4.00 to $5.00 per month for the tran¬ 
sistorized equipment. The mobile equipment indicated is for the VHF and 
UHF bands, using frequency modulation, with RF power ratings of 15 to 
100 W. The cost of the higher-power units is greater than for the low- 
power units, and the cost of higher-frequency nits is greater than it 
is for lower frequency. The citizen's band equ ment are generally 
lower power units than the other mobile units, and the citizen's band 
equipment makes use of amplitude modulation. 

If one were to implement a CD network at this time using commer¬ 
cially available radio equipment, mobile FM units should receive serious 
attention. Alternative approaches are available, however, and they 
merit consideration. In the Gautney and Jones study that has been 
referred to several times, there are estimates of the cost for an FM 
transmitter/receiver specifically designed for CD use. 34 For an RF 
power of 1 to 3 W and a production quantity of 10,000 units, Gautney 
and Jones estimate a cost of $300 to $700, which is significantly less 
than the cost range for mobile equipment presently available. Decause 
of the estimated cost saving per station, and because of the potentially 
large number of shelter-based stations throughout the nation, it appears 
desirable to establish a program to investigate this approach further 
(including the possibility of using AM) and, hopefully, secure prototype 
equipment. 

A second alternative leads to a much less expensive per station 
outlay but has some conditions attached. This alternative comprises 
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the assembly of low-power transistorized AM units by volunteer help. 

This alternative has been implemented in an actual working system in 
San Jose, California, 38 The cost for each set was $150. The trans¬ 
mitter has an output RF power of about one-half watt at 53 MHz, and has 
a three-mile coverage. 

A third alternative is to make use of equipment available on the 
government surplus market. A brief investigation of this approach 
showed that a considerable cost savings is possible. (A 40-W AM trans¬ 
mitter can be purchased for less than $100.) Equipment from this 
market is available on a liit-or-miss basis, so this alternative is not 
generally applicable. Reliability and power required must be carefully 
evaluated in this alternative, since the equipment is second-hand and 
makes use of vacuum tubes. 

A final alternative is to provide for remote control from a removal 
to the shelter, of mobile equipment installed in vehicles. The attrac¬ 
tiveness of this alternative lies in the assumption that the major cost of 
the equipment will have been met from other sources and that the CD 
outlay will be for the additional remote/removal features only. An 
estimate of $145 per unit has been made for the auxiliary equipment 
and modifications required to permit the control of a mobile installation 
from a shelter. 35 For this system radio equipped vehicles would be 
furnished with a receptacle in the trunk or under the dash permitting 
rapid connection of a long cable (e.g. , 100 ft). By means of this 
cable, the two-way equipment would be operated and the vehicular battery 
maintained in a charged condition from within the shelter. At the 
shelter end of the cable there would be battery terminals, a control 
unit, and a microphone and speaker, or handset. 
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V WIRE COMMUNICATIONS 

A. TELEPHONE WIRE COMMUNICATIONS 

Wire systems provide a primary means of satisfying the need for 
communication between shelters and other levels of the shelter organiza¬ 
tion hierarchy. Of the several modes of communication available on 
wire systems the telephone is most attractive when considered both in 
terms of ease of use and low cost. Only in situations involving distress¬ 
ingly poor or very costly transmission facilities need we consider 
teletypewriter or hand-keyed Morse transmission. 

This section focuses attention upon telephone wire communication 
systems. Three major alternative implementation schemes are presented: 

(1) The existing, commercial switched telephone network, 

(2) A civil defense operated PBX-like facility, and 

(3) A manual, locally powered facility. 

In comparing these alternatives, factors of reliability, flexibility, 
feasibility, and cost are significant. 

B. COMMERCIAL, SWITCHED TELEPHONE NETWORK 

The commercial, switched telephone network serves all densely 
populated areas and is highly mechanized. Recent statistics (l January 
1964) show that for the United States overall there are 44.3 telephones 
per 100 people, while in the cities of 50,000 population (or more) the 
number of telephones rises to 52.5 per 100 people. Approximately 98 
percent of all central offices are automatic (i.e., dial); these auto¬ 
matic offices serve 99 percent of all telephones. These factors make 
it worthwhile to consider this network for shelter communication. 

1. A dvantages 

The widespread distribution of the telephone network in the urban 
and suburban areas indicate that telephone service should be readily 
extendable to shelters. A measure of the additional burden placed 
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upon the telephone plant by the addition of shelter telephones can be 


estimated as follows: There are approximately 2G.1 telephone 1ines 
(there are more telephones than lines) per 100 people. With an assumed 
average shelter population of 300 and one telephone line per shelter, 
the ratio is increased by 0.002 lines, requiring a net growth of wire 
and central office plant of less than 0.008 percent. With present 
plant growth of the order of 1.3 percent per year, there should he no 
difficulty in servicing shelters. 

Tile high degree of mechanization implies continued, unmanned 
operation, as might be needed when telephone personnel are also in 
shelters. 

The central offices can provide switching of calls, enabling ready 
telephonic communication between any two points of the shelter organiza¬ 
tional structure. 

2. Disadvantages 

Though automatic, it is doubtful that all the telephone central 
offices can remain unattended for substantial periods of time (say in 
excess of seven days). Approximately 4.2 central office craftsmen 
(including test-board men, repeatermen, centeral office repairmen, and 
others) per central office work an average scheduled 40-hour work week 
to repair the minor faults that continually occur. Unattended offices 
are connected to attended offices by alarm circuits so that help can be 
dispatched to the unattended office when a fault occurs there. 

The central office power system, typically 48 Vdc and 130 Vdc, 
is derived from the electric mains of the local power company. If the 
main power fails then batteries in the central offices assume the 
telephone load. Often a generator driven by some prime mover, all 
located in the central office, is available as an additional backup 
power source. 

The batteries alone can usur., , support 3 to 4 hours of the central 
office load, though additional ,-ils may need to be switched in to 
prevent a harmful drop in the dc voltages. This switching process 
might be manually effected in some cases. 
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The generators are not usually started until a main power failure 
has been sustained for more than 15 minutes or so. The startup of the 
prime mover and the loading of the generator is typically a manual 
operation. 

It is doubted that more than a few days fuel supply is stored for 
the prime mover. 

A remote possibility exists that abandoned telephones might be 
left accidentally off-hook in substantial numbers. In step-by-step 
dial central offices not equipped to dispose of "permanent'' lines 
automatically, the capability of the office can be severely reduced. 
Step-by-step central offices constitute 68 percent of all central offices. 

C. CIVIL DEFENSE PBX SWITCHES 

The use of the commercial, switched telephone network makes all 
shelter communication dependent upon the proper performance of a power 
system and a complex switching mechanism that could well be unattended 
for a long period of tine. A manual PBX switchboard in a shelter complex 
headquarters with lines only to its own shelters of responsibility and 
a few lines to other civil defense bodies is an alternate solution to 
these problems. 

1. Advantages 

The existence of ac power in a shelter complex headquarters is 
assumed. If this ac power will not be continuously available a battery 
supply (24 Vdc) may be employed as a backup. Such battery supplies are 
off-the-shelf items that are available from the telephone companies. 

The use of small (40 lines or less), manual switchboards yields 
simple equipment which should achieve high levels of reliability. 

2. Disadvantages 

A switchboard cannot be properly operated by an untrained person; 
therefore, it is essential that one or more members of the shelter 
complex headquarters be a trained switchboard operator and also be in 
the headquarters when required. 
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Considering only the shelter complex headquarters, approximately 
30,300 switchboards of 30 to 40 lines each are required. (See Fig. A-l 
for derivation of quantities.) It is estimated that 227,000 switch¬ 
boards are now in use at present. The headquarters boards, if new, would 
require a growtu of 13.4 percent in the total number of boards. If it 
is further assumed that nominal switchboard production is geared to the 
average annual growth rate of the number of telephones (4.3 percent) 
then it is clear that a manufacturing bottleneck might be encountered. 

Finally, loss of switchboard electric power at a shelter complex 
headquarters will disable all telephones associated with it. 

3. Local Battery Operation 

It is possible, of course, to operate a telephone plant without 
employing a large central power plant at the switchboard. Many early 
rural (and even a few present-day) telephone companies operate without 
the "common battery.” Typically, a few dry cells are located at each 
telephone to power the carbon microphone. After a connection is estab¬ 
lished, the wire circuits carry only the talking currents—no direct 
current flows in the lines. 

In common battery systems, a direct current flows when a telephone 
is "off-hook," and no current flows when a telephone is "on-hook." The 
flow of this direct current is employed to indicate (l) to the switch¬ 
board that a telephone is requesting service, (2) that a telephone is 
busy, (3) that a telephone has answered a ring, and (4) that a telephone 
is on-hook at the end of a conversation. 

When "local battery" operation is employed instead of common battery 
operation, a different means of indicating these four conditions is 
necessary. A hand-cranked ringing magneto is used for some of these 
purposes. To call the operator when initiating a call, the magneto 
must be cranked. To indicate the end of a call, it must be cranked 
again. The operator must monitor a called line to determine if a party 
has answered. Seeing a plug in the switchboard indicates the line is 
busy. 
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Little is necessary to establish a wire communication system ol' 
this sort. Longer ant) poor quality wire circuits can be tolerated 
as there is no need to maintain adequate direct current flow in the 
line itself. Only a small battery supply (the order of a lew flash¬ 
light cells) is required to operate the switchboard at the shelter 
complex headquarters. 

Commercially available switchboards of the manual magneto variety 
are likely to be in very low production, (This docs not apply to 
militarized equipment, however.) Special arrangements are required at 
both the telephone sets and the switchboards if compatibility with 
common battery operation is to be achieved—thus allowing use of exist¬ 
ing commercial facilities. 

The switchboard operator takes longer to complete a call on a 
manual magneto board, thus reducing the peak rate at which calls can 
be handled. 

A fresh set of batteries must be maintained at all telephones and 
switchboards. 

D. LONG-HAUL WIRE CIRCUITS 

Wire circuits with a physical length of less than five miles 
typically consist only of a twisted pair of copper conductors, ranging 
in size from 19 to 26 gauge. Due to transmission losses, it is usually 
necessary to install amplifiers in the long haul (greater than five 
miles) circuits. To achieve high utilization of the physical circuits, 
multiplexing equipment is employed. This permits the superposition 
of several (typically 12) voice circuits on a single pair of conductors. 
The cost of this multiplexing equipment is low enough, at the present 
time, to justify its use on circuits as short as 20 miles. 

The implication of amplifier (repeater) and multiplex (carrier) 
equipment use is that the long haul circuits are less reliable than 
short haul circuits. This follows from (a) the use of electronic 
equipment, and (b) their dependence upon a source of electric power. 
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Since the typical distances from shelter to shelter complex head¬ 
quarters are of the order of 0.2 miles in large cities, one mile in 
rural areas, there is little concern here for the availability of 
telephone circuits. Between shelter complex headquarters and a ci'y/ 
county EOC, the average distances range between 4 and 15 miles (urban 
and rural eases), so circuit reliability becomes a matter of concern. 

With an average distance of 100 miles between state EOC’s, circuit 
reliability should be a major concern. 

E. LINE LOAD CONTROL 

In those central offices equipped with "line load control" it is 
possible to prevent one or more groups of subscribers from originating 
telephone calls. The completion of telephone calls is not affected, 
however. A subscriber denied originating service can still be called 
by a subscriber not so denied. 

The effect of line load control is to reduce the peak switching 
load on a central office, thereby eliminating the severe congestion 
that can hinder emergency or critical calls. When such peaks occur 
(usually at times of local emergency, such as at the onset of severe 
weather) the recovery of the central office from the severe congestion 
can be slow—line load control can be used to speed the recovery time. 

Typically the activation of line load control is effected manually 
and may need to be imposed for only a few seconds at a time. The net 
effect to the subscriber who is affected is an increased delay in obtain¬ 
ing dial tone. At the central office, lines to critical subscribers 
(police, fire, doctor, hospitals, etc.) are specially identified and 
not included in those lines upon which line load control is exercised. 

Tlie use of line load control has two implications with respect to 
civil defense operations: 

(1) It facilitates the service of critical calls 

(2) It can extend the life of the emergency power supply 
of a central office. 
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With respect to this last point, it should be noted that the 
electrical load ol a central office (considering the mechanical types 
as opposed to the extremely new electronic versions) increases with 
the calling load. It' it becomes necessary to reduce tl a electrical 
load, then line load control can be employed to achieve this. 

F, ELECTRONIC SWITCHING SYSTEMS 

Electronic Switching Systems ( ESS) Ioj telephone use became 
commercially operational during 19t>i> when equipment was introduced into 
the telephone system by the Bell System and by Automatic Electric. 

These new* forms of switching systems are based upon present day computer 
techniques employing solid-state electronics, and stored progi •>»„, 

(as opposed to only wired programs). 

The rate at which these new systems will be introduced into the 
telephone plant is dependent upon growth characteristics, operating 
company finances, and production facilities. It appears that by 1970 
some 20 percent of all telephone lines might well be served by ESS's. 

The significance of ESS upon CD operations is hard to assess at 
the present time, due to uncertainties regarding the exact nature of 
the ESS; however, the flexibility inherent in the stored program 
approach should make it possible for unusual CD requirements to be more 
readily accommodated. The use of solid-state circuitry should be 
beneficial in terms of reliability and power requirements. 

G. LOCALLY IMPLEMENTED EMERGENCY TELEPHONE SYSTEM 

One can conceive of situations where, because of unexpected 
developments, incomplete planning, communication equipment failures, 
etc., it becomes highly desirable to establish a local telephone 
connection between relatively closely spaced shelters, i.e., shelter-to- 
shelter, shelter-to-SCH, or from a private shelter to a nearby public 
shelter. 

The over ninety million telephone instruments in the country provide 
a widely dispersed and readily available communications capability. 

Two standard commercial telephones connected directly together by a 
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pair of -.vires, with as little as 1.5 Vric in series with one of the wires 
can provide adequate communieat ions over a mile or more. 'Sound-powered 
telephones will also work over similar paths, without the power supply 
requirement, but are not normally readily available lor emergency use.) 

The ’old-fashioned” single-wire ground return system could also be used, 
tgairt with a modest voltage source. The voltage required would be 
dependent on the path length, adequacy of ground connection, ground 
conductivity, etc. 

The problem of stringing the interconnecting wires presents some 
interesting problems. If in a delayed fallout area, wires could be 
laid between locations subsequent to the warning but prior to taking 
shelter--either directly on the ground or overhead across roads, streets, 
paths, etc. In some cases ducts, culverts, or building crawl spaces 
might be used. Following the "take shelter” where vehicles were immobi¬ 
lized, a messenger going between shelter locations might pay out wire 
from a reel during the trip to establish a communications link. 

In addition to the telephone instruments, such a system would 
require the necessary wire, (preferably on an easy pay-out reel or spool), 
the battery and connector, and if a single wire system, suitable gx-ound- 
ing, i.e., water pipe, pre-emplaced ground connection, burying a length 
of bare wire in the ground, etc. 

A number of different models of telephone instruments might Le 
encountered. Some will have more than the two "line wires” in the 
connection cord, and othex confusing situations can be anticipated. It 
would be desirable to provide information in the shelter on interconnection 
of various standard telephone models, including simplified circuit diagrams 
and the color coding or terminal designation of the correct contact points. 
The location and polarity of the batteries should also be established 
and standardized.’* 


* One of the authors briefly experimented with such a setup. Two 
standard telephone units were connected with 50 ft of wire 
and the resistance equivalent of an additional 2000 ft of No. 26 AWG 
pair, with 1.5 Vdc in series with one of the wires. This provided 
excellent communications. The affect of putting 1.5 V batteries 
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The suggested setup does not provide lor signal mg between instru¬ 
ments. Low-voitage buzzers, neon lights, magneto generators or other 
signaling facilities could be provided, or one could specify periodic 
checkins at both terminals. 

H. WIRE EQUIPMENT AND FACILITY CHARGES 

Typical commercial rates for installation and monthly rental, both 
standard telephone equipment and facilities, are listed in Table V, 

Table VI lists typical equipment purchase prices. 

Users of large numbers of communication channels can, under certain 
conditions, obtain the use of telephone company facilities at reduced 
rental rates. This low-cost bulk communication service is known as Telpak. 
The Telpak tariffs (i.e., statement of services and rates offered) 
presently approved by various Federal and state utility regulatory 
agencies are being reviewed; it is possible that the rates will be raised 
or the series abolished. 

Telpak A provides 48 kc/s of bandwidth channel (equivalent to 
12 voice bandwidth channels) for a rental of $15 per mile per month. 
Typically a single voice bandwidth channel costs $3 to $4 per mile per 
month. Thus, if six or more voice bandwidth channels exist between a 
given pair of points, an economy can be achieved through the use of 
Telpak A. Wide-bandwidth channels can also be used for high-speed data 
transmission, (40.8 kilobits/second), facsimile, and teleprinter use. 

Larger bandwidths, up to 1 Mc/s from Telpak D, are available. 

When considering problems of survivability it must be observed that 
the failure of a single wideband circuit can result in the loss of 
communication to all channels that are its components. 


at each end of the line was also studied. When the batteries were 
installed with opposing polarities, the performance, as expected, was 
vastly degraded, although the very faint message was still discernible. 
In fact, over modest distances, with no batteries, shouting into the 
receiver unit produces sufficient signal for an awkward but usable 
communications link. 
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Table V 


TYPICAL RENTAL COSTS FOR WIRE COMMUNICATION EQUIPMENT 


Equipment or Facility 

Ins *allation 
Charge 

Monthly 

Rate 

Switchboards (PBX) 



12-station manual* 

$ 80 

$12 

60-station manual 45. 

200 

22 

40-station dial 

120 

17 

12G~station dial 

250 

30 

Remote Jack for Extension Phone 

7.50 

0 

Telephone Instruments 



Extension phone with plug 
for jack 

0 

1 

Telephone connected to PBX 

4 

1 

Telephone connected to local 
exchange line 

10 

5+* 

Wire Lines 



Trunk line to local exchange 

10 

2.50 + call charge 

Private tie line between 

PBX's and/or telephone 
installations 

10 

4.00/airline mile^ 


* Availability of manual switchboards may be limited. 

^ Dependent on usage. 

9 About ID percent less for longlincs beyond local exchange area. 
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Table VI 

TYPICAL PURCHASE COSTS FOR WIRE COMMUNICATION EQUIPMENT* 


Equipment or Facility 

Cost Used 

Cost New 

Telephones 



Standard commercial instruments 

$ 3 - 10 

$16 - 30 

Army field phones (EE-8) 

17 - 28 

40 

Switchboards 



Military surplus, e.g., BD-71, 72, 

89, 96, etc., 12-80 drop boards 

30 - 700 f 


Wire 



Army field wire, W 1X0 (surplus) 

55/mile 


Twisted pair, WD-1 

80/mile 



* These figures are derived from a limited number of sources and 
are believed to be representative, but are not the result of 
a detailed price survey. Where surplus equipment is involved, 
a widespread demand for significant quantities from the limited 
supply available would obviously affect the price structure. One 
California source indicated a stock of Army surplus field communi¬ 
cations equ 4 . r :..ont including 10,000 magneto telephones, several 
thousand assorted switchboards, and 2000 miles of wire. 

^ Depending upon type, quantity, and condition. 
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X. OTHER WIRE SERVICES 


1. Special X..ocaI Circuits 

In some local government areas special wire circuits exist lor 
voice, telegraph or other cotied alarm message transmission. Depending 
on tho nature of the circuits and the locations ot terminals, these 
circuits may be useful--as is or with reasonable modification--as an 
additional communication capability for the CD emergency system. 

For fire alarm box systems, a preferred configuration is a closed 
loop-~or a number of loops—each connecting a group of firo alarm boxes 
with the central fire office in a continuous series circuit. This 
circuit may have a current flowing through it to provide indication of 
a l^o failure. While it is conceivable to superimpose a voice signal 
on such a circuit, it does not appear likely that the fire alarm boxes 
would be normally located in or near enough to shelter areas to be 
beneficial. 

2. Data Communication 

Data communications deals with the transmission of digital informa¬ 
tion, as opposed to analog information. (Analog transmission is in 
predominant use now in voice, video, program and facsimile applications.) 
Typically data communications involves the exchange of data between two 
machines, such as computers, displays, digital sensors, and keyboards. 

No need for communication between machines (teleprinters are 
excluded here as they are usually treated as a separate communication 
mechanism) is apparent in the local civil defense requirements, circa 
1970. 

The future of data communications is destined to bring many changes, 
however. One change of particular interest here is the advent of the 
"touch-tone" or push-button telephone, now in operation in ;he present 
plant and certain to find increasing application. Ten pushbuttons (one 
for each digit 0 through 9) replace the familiar dial. Depressing a 
key causes transistorized oscillators to generate a unique pair of 
audio frequencies for detection at a distant point where the local 
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central office interprets the tones to determine the number being called. 
Once a connection is established either voice or the pushbutton signals 
can bo employed. Thus it is possible to use such a Touch-tone telephone 
to send data directly to a computer. The civil defense implications of 
this latter possibilitv are unknown at this time, but the potential usage 
of this capability is worthy of further consideration. 

3. Community Antenna Television Systems 

Community antenna television (CATV) systems were initiated to supply 
quality TV signals to areas shielded from direct TV reception, or beyond 
the range or in fringe (poor signal quality) areas. Recent trends show 
substantial continuing growth and actual and potential penetration into 
urban areas. This is credited in part to an increasing desire for 
improved TV signals, augmented by the current upsurge in color television 
sales. Another trend in CATV is an increasing number of channels; many 
of the newer installations can provide 12 independent video channels. 

Data from a recent report to the FCC 39 provide the basis for the 
estimate of over 1500 CATV systems now in operation, with one and a half 
to two million subscribers. The same source shows that of 59 U.S. cities 
of 100,000 or more population, 15 have CATV systems operations, 4 are 
franchised but not yet in operation, and 40 have franchise applications 
pending. 

Thus, there exists the growing capability for broadband information 
distribution throughout substantial portions of the country, both rural 
and urban. While designed as a one-way distribution system, the coaxial 
distribution cable is not unidirectional; with some supplemental design 
and equipment installation, a modest two-way communication capability 
might be added to a CATV system without interfering with its primary 
function. 

Some communities, during their franchise discussions, have negotiated 
free CATV connections for churches, schools, and/or hospitals. Shelters 
might be an appropriate addition to this list, providing an inexpensive 
standby communication potential. Even if only the one-way distribution 
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system were available it could have* a substantial '.alvie during the 
in-shelter period in providing multichannel television inputs while 

eliminating the antenna requirements. 

This subject is worthy of further study to establish the extent 
of and problems associated with its use for CD emergency communications. 



VI MESSENGER SERVICE 


Although the great hulk of communications between CD organizations 
during the emergency period would be by wire and/or radio networks, 
there may be circumstances where by plan or because of equipment failure 
it becomes necessary to use messengers to carry messages from one 
location to another, such as from the shelter to the SCR. An SRI study 
developing Appendix E2 of the Federal Civil Defense Guide postulates a 
maximum of 1500 ft between shelters and their related shelter complex 
headquarters, in part to allow for messenger service. 

If such messenger service were used, it would be necessary to know 
the approximate outside radiation intensity, and for the messenger to 
know the route to and location of this destination. It would be very 
desirable to have some concept of the obstacles and/or debris along 
the route and for the messenger to be provided with protective covering 
to minimize the attachment cf radioactive material to his clothes or 
body. It would obviously be appropriate to assemble all available 
information for transmission to minimize the number of trips. 

If one assumes a 7-1/2 mph rate (about three times normal walking 
speed and corresponding to an 8 minute mile), a 1500-ft trip would 
require 2-1/4 minutes. If the local radiation intensity at the time 
of the trip were 600 Roentgen per hour, this would entail a 23 Roentgen 
incremental dosage for the messenger. 
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Appendix A 

GENERALIZED AND SPECIALIZED COMMUNICATIONS SYSTEMS MODES 
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Appendix A 

GENERALIZED AND SPECIALIZED COMMUNICATIONS SYSTEMS MODES 

I. EMERGENCY COMMUNICATION SYSTEM MODEL 

Figure A-l is an example of a generalized representative State CD 
emergency communications system, using the model and assumptions of 
Fig. 1. It is based on the primary use of wire communications, but 
provides for back-up radio communications between all echelons * 
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Three types of communication requirements are covered: 


(1) Operational communication between echelons of government; 
i.e., shelter-SCH-city/county-state; 

(2) Internal communications at any organizational echelon. 


This has two aspects: 

(a) Communication within the shelter, SCH, or EOC. These 
are presumed to be primarily by personal contact and 
messenger within a fallout protected area, thus not 
requiring significant amounts of equipment or facilities; 

(b) Communication with field agencies of functional, areas 
of local government, such as fallout-protected police 
precir-t stations, firehouses, hospitals, corporation 
yards, motor pools, etc. (These communication links 
could be to personnel from such facilities occupying 
nearby shelters if the protection factor (PF) of the 
facilities is inadequate); 

(3) Liaison and coordination—communication with the nearest 

emergency broadcast station (EBS) , with any nearby military 
organizations, and with two or three adjacent communities. 

The volume of communications between and amongst various echelons, 
the anticipated usage of channels—common versus sole users--and 


* In some instances, because of distances, topography, existing 
capability, or economics, greater use of radio in preference to 
wire communications may be indicated. 
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REPRESENTATIVE STATE-WIDE COMMUNICATION EQUIPMENT/REQUIREMENT MODEL 


















special equipment requirements such as teletype links are drawn from 
the Requirements Study. These vary, depending on the size of the 
community involved and the target category. 

Based on these channel requirements, ar.d the organizational scale-up 
factors implied in the distribution of people and organizational echelons 
within the various community size groupings, representative numbers of 
communications equipments are developed for each echelon to implement 
the requisite communications capability. 

Each shelter is allocated one telephone and one radio transceiver. 

Each SCH is allocated two transceivers, one for communication in the 
city/county net; the other is net control station for the assigned 
shelters. A 30-40 line switchboard and 10 to 15 telephones are indicated 
for the SCH communications center to handle the traffic with 10 to 25 
shelters and two to four channels to the city/county EOC. 

Similar considerations are involved in the equipments indicated for 
the city/county EOC's. It is recognized that the EOC set-up and require¬ 
ments will vary widely, dependent on factors described in the body of 
the report. In many instances, the switchboards will not be physically 
located in the SCH or EOC, their function being fulfilled by local 
commercial dial offices. In fact, in many instances much of the communica¬ 
tions equipment for the city/county EOC could and should be that used for 
normal operations. Some communities now operate with an EOC type 
structure in fallout and/or blast protected facilities. Other communities 
have established EOC's for use in emergencies, with alternative or 
spare communications equipment—both radio and wire--installed and 
periodically checked. 

It is assumed that the existing radio equipment of the police, 
fire, public works, and other functional areas would be used at the EOC 
and the field sites to establish their respective radio communication 
links; hence, no separate communication facilities are included for 
this function, except the phone lines to functional field sites. This 
presumes that emergency plans call for timely distribution of mobile 
radios to functional field sites (and to the EOC if not equipped with 
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the regular or alternative base station equipment*) at the onset oi' the 
emergency period. 

In the eity/county EOC equipment listing, two radios are included 
for the EBS network—one at the EOC, the other at the BBS station(s): 
one radio for adjacent community coordination, and one for the military 
liaison net, (The latter might be provided by the military organization 
concerned.) 

No shelter-to-shelter or SCK-to-SCH direct links are shown on the 
chart. The backup radio nets provide a capability for direct lateral 
communication and either private or commercial switchboard interconnection 
is possible. There would be some advantage in having these installations 
connected directly by wire, particularly to provide alternative routings 
in case of line failures external to the sheltered areas. 

Radio equipment has been arbitrarily divided into three power 
levels—low power {for communication parts up to and about three miles), 
medium power (for distances of three to fifteen miles), and high power 
(for distances up to 100 or more miles). Actually, other factors— 
described in Sec. IV, e.g., antenna height, operating frequency, inter¬ 
ference and topography—will also be involved in establishing power 
requirements. The purpose of this rough division is to provide a first 
order feel for the cost and complexity of the radio equipment involved 
at the different echelons. 

Figure A-2 expands these representative state requirements to a 
nation-wide scale. This helps to point up those organizational levels 
and communication ch<.mnel requirements calling for substantial quantities 
of equipment and/or extensive facilities. It is apparent from this that 
the significant equipment requirements are found at the lower echelons— 
shelters and SCH's; whereas the major wire line (telephone and teletype) 
distances are at the city/county to state links. 


In some cases, transmitter sites may be remote from both normal and 
emergency operating centers, with provision for operation of the 
base station remotely from either center. 
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2. SPECIALIZED COMMUNICATIONS SYSTEMS 


Representative communication networks for a city of about 100,000 
population have been prepared based on the established model to assist 
in the economic and operational analysis of different types of systems. 
Figure A-3 through A-5 illustrate, respectively, a private wire network, 
a public wire network, and a radio network. Each covers the echelons 
from individual shelter through the city HOC, and includes the local 
portion of the state-wide network. 

Tlie networks .1 . similar but not identical in terms of communication 
channels. For . , the radio network provides one radio set at 

the SCH for each ' i-'!e shelters in its area, and two SCH radio sets for 
communication with tl.e EOC—one on a sole-use basis and one in a net 
with all other SCH's and the EOC. The wire systems provide individual 
phone line connections between the various organizational levels. 

The alternative plan indicated in Fig. A-4 suggests one approach 
to an economical emergency communication system implementation. It 
assumes that 

(1) The local telephone system has a high probability o£ operating 
satisfactorily throughout the emergency period; and 

(2) The public fallout shelters are located in buildings where 
telephones are installed for nonnal building usage, but not 
necessarily available in the shelter area. 

Specified telephones in each shelter building (including SCH's) 
would be equipped with jacks and plugs at their normal location. From 
each such phone, a remote extension line would be run to the desired 
spot in the shelter area, terminating in a jack. This would entail a 
one-time installation charge of, typically, $7.50 per line and jack, 
with no continuing monthly charge. To activate such a system it would 
be necessary to ensure that a telephone (preferably equipped with a 
matching jack, although most telephones could be readily adapted te a 
plug connection within the shelter if necessary) be brought to the 
shelter (IO for SCH's) at the onset of the emergency. This requirement 
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could be eliminated by rental of an extra extension phone for each 
location at a charge of, typically, $1.00 per month, or by outright 
purchase ol telephones at cost of $5.00 to $10.00 used and $30.00 to 
$40.00 new, 5 * 

If, in addition, arrangements were made with local commercial 
concerns having licensed mobile business radios, auxiliary radio nets 
at various echelons could be provided at minimum cost. This could be 
established by a prearranged plan whereby the radio-equipped commercial 
vehicles would move to prescribed shelter locations promptly upon 
receipt of the warning signal, perhaps prior to the general warning. 
Removal of the vehicular radio equipment to the shelter or provision 
for its remote control from the shelter, the antenna requirements, 
local power, operational frequency, license restrictions, operating 
personnel and other matters would have to bo considered. 

Table A-I provides a cost summary of the various communication 
networks postulated in Figs. A-3 through A-5, as well as a listing of 
some of the advantages and disadvantages of radio and wire systems 
for the indicated operations. 


* This purchase concept has a number of potential ramifications to be 
explored; particularly those relative to attachment of "foreign" 
equipment to commercial facilities. 
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SUMMARY OF COMMUNICATION NETWORKS 
FOR COMMUNITY OF lOOK POPULATION 


Type System 

Initial 

Cost— 

$ 

Monthly 
Costs— 

$ 

Five-Year 
Total $ 
(To 

Nearest 

$100) 

Total 

Average 

Monthly 

$ 

1 .. . .. I 

Ref 

Radio 

113,200 

1,700 

215,200 

3,590 

Fig A' 

Private Phone 

5,568 

1,776 

112,100 

1,870 

Fig A- 

Public Phone 





Fig A 

Primary 

3,020 i 

1,510 

93,600 

1,560 


Alternative 

750 

f 

0 

750 

12.50 



NOTE: Message capabilities of three systems are no identical, 

but are roughly comparable. 


COMPARISON OF RADIO AND WIRE NETWORKS 


Radio 

Independent of wire system 

Requires local power source 

Requires 71 channels 

Requires trained operators 

Probably require people coming 
to radio to communicate 

Except for antenna, relatively 
insensitive to blast and 
thermal effects 

More likely to require skilled 
maintenance during use period, 
plus test equipment and spare 
parts 

Radio circuit can broadcast to 
many receivers simultaneously. 


Wire 

Public system dependent on local 
exchange 

Lower power requirements 

No interference/interception 
problems 

Except for switchboard, no operator 
training 

Equipment can be distributed conve¬ 
niently 

Overhead lines and other exposed 
facilities vulnerable to weapons 
effects 

Minimal probability of maintenance 
problems 


Public system can provide ad¬ 
ditional connections through 
direct dialings. Private system 
restricted unless tied into 
public system. 














v.. 




REFERENCES 


1. Sanford B. Thayer, Charles R. Self, Robert A. Burco, and Wllland D. 
Tiffany, "Civil Defense Communications Requirements at the local State 
and Regional LevelsContract OCD-PS-64-201, SRI Project 4949-120, 
Stanford Research Institute, Menlo Park, California (December 1965). 

2. "Communications Project Analysis Summary," Contract 0CD-PS-64-271, 

TM( L)-2445/000/01, System Development Corporation, Santa Monica, 
California (June 1965). 

3. "Civil Defense Command Analysis Project—Roanoke, Virginia," 

Contract 0CD-PS-64-271, lM-OL(L)-5/000/01, System Development 
Corporation, Santa Monica, California (June 1965). 

4. "Civil Defense Command Analysis Project—Lewiston, Maine," Contract 
OCD-PS-64-271, TM-QL(L)-5/000/01, System Development Corporation, 

Santa Monica, California (June 1965). 

5. "Civil Defense Command Analysis Project—Orlando-Orange County, 
Florida," Contract OCD-PS-64-271, TM-IH(L)-10/000/01, System 
Development Corporation, Santa Monica, California (June 1965). 

6. "Civil Defense Command Analysis Project—Detroit, Michigan," 

Contract OCD-PS-64-271, 11U-BC( L)-7/000/01, System Development 
Corporation, Santa Monica, California (June 1965). 

7. "Civil Defense Command Analysis Project-~Ft. Worth-Tarrant County, 
Texas," Contract OCD-PS-64-271, TM-DE(L)-3/000/01, System Develop¬ 
ment Corporation, Santa Monica, California (June 1965), 

8. "Civil Defense Command Analysis Study—Phoenix-Maricopa County, 
Arizona," Contract OCD-PS-64-271, TM-SN(L)-4/000/01, System 
Development Corporation, Santa Monica, California (June 1965). 

9. "Civil Defense Command Analysis Study--Snohomish County, Washington," 
Contract OCD-PS-64-271, TM-EV(L)-3/000/01, System Development 
Corporation, Santa Monica, California (June 1965). 

10. "Civil Defense Command Analysis Study--Topeka-Shawnee County, 

Kansas," Contract OCD-PS-64-271, TM-DV( L)-3/000/01, System 
Development Corporation, Santa Monica, California (June 1965). 

11. Civil Defense Command Analysis Study—Appendix B," Contract OCD-PS- 
64-271, System Development Corporation, Santa Monica, California 
(June 1965). 

12. "Fallout Shelter Communications Study," Contract OCD-OS-62-123, 

Gautney and Jones, Consulting Engineers, Washington, D,C. (December 
1962), AD 404 194. 


gs; 



£ 


73 








13. Report of Electronic Industries Association to the Federal 
Communications Concerning Licenses Issued to the Land Mobile 
Radio Services as of June 1963," 2 vols., Electronic Industries 
Association (November 1964). 

14. Radio Registry No, 1; Industrial Radio Systems (Communications 
Engineering, Mineola, New York, 1965). 

15. Radio Registry No. 2: Transportation Radio Systems (Communications 
Engineering, Mineola, New York, 1965). 

16. Radio Registry No. 3; Business and Miscellaneous Radio Systems 
(Communications Engineering, Mineola, New York, 1965). 

17. Radio Registry No. 4; Public Safety Radio Systems (Communications 
Engineering, Mineola, New York, 1965). 

18. Rules and Regulations , Vol. 6, Part 97, "Amateur Radio Services," 
Federal Communications Commission, Washington, I>.C. (January 1964). 

19. "Radio Amateur Civil Emergency Plan—RACES," California Disaster 
Office, State of California (June 1963). 

20. "Frequency Allocation Plan for RACES," Department of Defense, 

Office of Civil Defense (May 1961). 

21. Rules and Regulations , Vol. 6, Part 95, "Citizens Radio Service, 
Federal Communications Commission, Washington, D.C. (1965). 

22. Charles H. Dawson, "An Introduction to Random Access, Discrete 

Address Syterns," IEEE Int. Conv. Record 12, Part 6, pp. 152-158 
(1964). ” ' 

23. "Multiple Access Discrete Access Communications Concepts," TPD-64-3, 
Technical Communications Corporation, Lexington, Massachusetts 

(7 February 1964). 

24. The Effects of Nuclear Weapons , Samuel Glasstone, ed., Revised 
Edition (U.S. Atomic Energy Commission, Washington, D.C. April 
1962). 

25. "industry Probes Nuclear Pulse Radiation," Aviation Week 73, 
p. 58 (8 August 1960). 

26. "A Study of Nuclear Radiation Effects on Telemetry," Vol. 1, 

Contract AF 33( 657)-11646, RTD-TDR-63-4287 (February 1964), 

AD 433 087. 

27. "Final Report on Study Program for HF, VHF, and UHF Antennas for 

1- to 50-psi Overpressure Range," Contract OCD-05-62-199, CER-D 1703, 
Collins Radio Company, Cedar Rapids, Iowa (September 1963). 

28. W. Rae Young, Jr., "Comparison of Mobile Radio Transmission r.t 
150, 450, 900, and 3700 Me," Bell System Tech. J. 31, No. 6, 
pp. 1068-1085 (November 1952). 

29. F. E. Terman, Radio Engineer's Handbook (McGraw-Hill Book Company, 

New York, New York, 1943). 


74 




30. 





Howard H. Rice, "Choosing a Two-Way Radio System—Part I," 
Electronics World 70, No. 5, pp. 50-52 (November 1963). 

31. Kenneth Bullington, "Radio Propagation at Frequen' ies Above 

30 Megacycles," Proc. IRE 35, No. 10, pp. 1122-1136 (October 1947). 

32. Kenneth Bullington, "Radio Propagation Fundamentals," Bell System 
Tech. J. 36, No. 3, pp. 593-626 (.May 1957); also published as Bell 
System Monograph 2825. 

32A, Howard H. Rice, "Choosing a Two-Way Radio System—Part II." 
Electronics World , Vol. 70, No. 6, p. 52 (December 1963). 

33. Kenneth Bullington, "Frequency Economy in Mobile Radio Bands," 

Bell System Tech. J. 32, No. 1, pp. 42-62 (January 1953). 

34. "Study and Development of Specifications for Prototype Transmitters 
and Receivers for Fallout Shelter Communications Systems," Final 
Report, Contract 0CD-PS-64-8, TGCM 642, Gautney and Jones, Consult¬ 
ing Engineers, Washington, D.C. (May 1964), AD 600 065. 

35. "Montgomery County Civil Defense Study: Communications Aspects," 
prepared for SRI Project IMU-4021, Hammett and Edison, Consulting 
Engineers, San Francisco, California (30 June 1963). 

36. "improvised Power Supplies," Final Report, Contract OCD-OS-62-281, 
Subtask 1411B, General Electric Company, Syracuse, New York 

(June 1964). 

37. "Onergeney Operations Systems Development Project Report on 
Regulatory Constraints," E0SD Task 65-7, prepared for Defense 
Electronics Products, Radio Corporation of America, SRI Project 
5240-507, Stanford Research Institute, Menlo Park, California 

(September 1965). 

38. Melvin A. McDonald, "City of San Jose Fallout Shelter Communications 
T !nit," City of San Jose, San Jose, California (23 April 1965). 

39. Martin H. Seiden, "An Economic Analysis of Community Antenna 
Television Systems and the Television Broadcasting Industry," 

Report to the Federal Communications Commission. 

40. So You Want to be a CATV Operator—A CATV Primer (National 
Community Television Associated, Inc., Washington, D.C.). 





BIBLIOGRAPHY 


"Aids for the Study of Electromagnetic Blackout,’ Contract 
M 49-146-XZ-281, Selections from QASA 1641, General Electric - Temno, 
Santa Barbara, California (June 1965). 

"Analysis of Civil Defense Information System," Phase I Final 
Report, Contract 0CD-0S-62-144, ft-OU-134, Research Triangle Institute, 
Durham, North Carolina (December 1964), AD 454 787. 

Austin Bailey, "Future Developments in Vehicular Communications," 

Proc. IRE 50, No. 5, pp. 1415-1420 (May 1962). 

"California Civil Defense Operations Plan, Annex 3--OP 
Communications," California Disaster Office, State of California, 
Sacramento, California. 

California County Fact Book (County Supervisors Association Of 
California, 1965)( 

"California Standard Radio Operating Procedure," California 
Disaster Office, State of California, Sacramento, California (1963). 

"CD Communications for a County System," Public Works 94, 

No. 2, pp, 142-144 (February 1963). 

"CD Communications Research—Unconventional Communications Study,” 
Contract OCD-PS-64-18, CR-64-419-13, Communications Systems Division, 

Radio Corporation of America, Camden, New Jersey (September 1964). 

"Changing Prospects, Missions, and Roles for Civil Defense: 

1966-19'5," Contract OCD-OS-62-18, HI 447 RR, Hudson Institute, Harmon- 
on-Hudson, New York (February 1965). 

"Civil Defense,” Long Range Planning Service Report 149, Stanford 
Research Institute, Menlo Park, California (November 1962). 

"Civil Defense 1965 ,"MP 30, Office of Civil Defense and Department of 
Defense (April 1965). 

"Civil Defense and Disaster Agreement, San Mateo Operational Area 
Civil Defense and Disaster Organization," County of San Mateo, Redwood 
City, California (September 1963). 

"Civil Defense and Disaster Plan," California Disaster Office, 

State of California, Sacramento, California (1963). 

"Civil Defense Communications Plan," Department of Civil Defense, 
Washington State (August 1962). 

"Civil Defense—Public Alert and Warning by Radio," Interim Report 1, 
Contract OCD-OS-63-54, CR-63-419-8-13, Communication Systems Division, 
Radio Corporation of America, Camden, New Jersey (November 1963). 


77 





"Civil Defense Warning Requirement Study," Contract OCD-OS-62-135, 
TM(LO-900/001/01, System Development Corporation, Santa Monica, Calilomia 
(January 1963). 

"Communications and Warning Studies-~Bibl iography Area 7 (U) ," 
Defense Documentation Center, Alexandria, Virginia, SECRET, SRI-5-12152. 

"Concert of Emergency Operations for War-Caused Disaster," Depart¬ 
ment of Civil Defense, Washington State (July 1964). 

"Consumer Electronics," Long Range Planning Service Report 254, 
Stanford Research Institute, Menlo Park, California (August 1965). 

"Development of Four Designs of Public Alert Receivers (standard 
Broadcast)," Contract OCD-PS-64-73, Vocaline Company of America, Old 
Saybrook, Connecticut (February 1964). 

"The Emergency Broadcast System (EBS)," Contract OCD-OS-63-168, 

TM(L)-1505/041/00, System Development Corporation, Santa Monica, 

California (March 1964). 

"Hnergency Broadcast System Plan," EBS-EF-E4.1, Federal Communica¬ 
tions Commission, Office of Civil Defense, Department of Defense, Office 
of Emergency Planning (January 1964). 

"Emergency Operating Center Planning and Operations (Draft), 

Contract 0CD-PS-65-60, SRI Project 4764-201, Stanford Research Institute, 
Menlo Park, California (May 1965). 

"FCC Annual Report for Fiscal Year 1964," Federal Communications 
Commission, Washington, D.C. (1964), 

"FCC Annual Report for Fiscal Year 1962," Federal Communications 
Commission, Washington, D.C. (1962). 

"Fallout Protection for AM Transmitter Operators—A Study of the 
Selection of Stations to be Protected," Contract OCD-OS-62-31, TO-B-62-11, 
Technical Operations, Inc., Burlington, Massachusetts (February l a 62). 

"Fire Communications Manual," California Disaster Office, State of 
California, Sacramento, California. 

Peter D. Fox, "Theory of Cost Effectiveness for Military System 
Analysis," Stanford Research Institute, Menlo Park, California (June 
1964) . 

"interim Report—Evaluation and Test of Public Alert Broadcast 
Receiver," Contract 0CD-PS-64-8, Gautney and Jones, Consulting Engineers, 
Washington, D.C. (January 1964). 

Ira Kamen, "A New Approach to Disaster Communication and Control 
Systems," Electrical Engineering 81, No. 7, pp. 535-541 (July 1962). 

"Lincoln Shelter Utilization Study—Vol. I," Contract OCS-OS-62-135, 
SRI Project 4021, Stanford Research Institute, Menlo Park, California 
(April 1963), AD 405 948. 


78 




"Mobile Communications," Long Range Planning Service Report 173, 
Stanford Research Institute, Menlo Park, California (June 1963), 

"Mobile Communications Center for Community Emergency Operations, 
Contract CDM-SR-59-23, Designers for Industry (March 1961), AD 276 566. 

"Modern Montgomery County Communications," Survey and Proposal, 
Chesapeake and Potomac Telephone Company of Maryland (October 1961). 

K. D. Moll, "Attack Losses to Telephone Long Lines Serving Civil 
Defense Centers," Memorandum Report, Contract CDM-SR-61-106, SRI 
Project 3711, Stanford Research Institute, Menlo Park, California 
(November 1961). 

K. D. Moll, "Reports Related to Civil and Non-Military Defense at 
SRI," Internal Memorandum, Stanford Research Institute, Menlo Park, 
California (June 1963), 

"Mcntgomery County Civil Defense Study: Command and Control System 
(Backup) " Contract OCD-OS-62-135, SRI Project , Stanford 

Research Institute, Menlo Park, California (June 1963). 

Daniel E. Noble, "The History of Land-Mobile Radio Communication,' 
Proc. IRE 50, No. 5, pp. 1405-1414 (May 1962). 

"Program Plan for Effective Civil Defense Communications," Final 
Report, Contract OCD-PS-64-18, Communication System Division, New York 
System Laboratory, Radio Corporation of America, Report No. CR-64-419-17, 
(October 1964), AD 457 118, 

"Radio Officers Guide," New York State Civil Defense Commission 
(1961). 

Radio Spectrum Utilization , (institute of Electrical and Electronic 
Engineers, New York, New York, 1964). 

Rand McNally Census Book—Final 1960 Figures (Rand McNally and 
Company, Chicago, Illinois, 1961). 

"Specification for Lontgomery County, Maryland, Communication 
System," Invitation No. 1833C, Gautney and Jones, Consulting Engineers, 
Washington, D.C. (November 1962). ^ 

"State Teletype System—Information and Procedure Guide, " Depart¬ 
ment of Justice, State of California, Sacramento, California. 

Statistical Abstract of the United States —1963 (Department of 
Commerce, Bureau of the Census, Washington, D.C., 1963). 

"A Survey of Unconventional Communication Techniques," Contract 
AF 33(600)-39852, TM 3416, Mitre Corporation, Bedford, Massachusetts 
(October 1962). 

"Summary Report of CD Warning Requirement Study," Contract 
OCD-OS-62-119, TM( L)-900/000/01, System Development Corporation, Santa 
Monica, California (January 1963). 



s 

■f 

l 

t 




79 



STANPOHO RESEARCH INST HITE, Menlo Park, Cetifurnia 


L _ n _ 


— -~5^ 

O JO 

r-i u -O' 

« a 4i — 
C-B 

^ tOi. 

• ecu * 

£-^.i 

l * .►*! 4i 


C H 4 -t! 

- w - C V *s3 

t3 - 4: Kf£2 S. ^ 

-» —•* «fi£ r— Um ' a 9 

w. a.*- t> o - v 
2X C < w 

t? * -r? * - *-= V * 

C C g t> £ ** > 
*4*lf44a4«** 

*■ it? ^ SS •* «- 
4C*0C.--4»«E 
*- 4 4 > I- —* V 

lfc«Sk.4«i>A. 

-c s> a. v - 

£ V /: — —« 5ft 2 

*<« * c ti fl.« c tr 

0 -- 0 W>-CSfc 
-£i » -tJ —» « ^ 0 - 

-*» m ■ — ** -TS 

^CLiJOA-o-ac 
c &> c •« s «"O « 

« k. 4 i « « O U C 

C C G L i * 

v«» is 3 u a | g 

> £ £ tt 2 £ 4 

0 4 4 E 4 4 5 w 

w 3 +> Z > ~ w 4 •/. 

— - L*- * £ 4* >- 
a a w >• 4 , a se 
». s» 4 4 * <« - - 

«5 > *a — ti ae 

T3 *•■• -« C C * C C 

0 •* 4 0 •* m 5 

«** *•-««- 
0*9w4«-»i.i*«v 
4 , c a .X - - C -•« 

li 4 & U 4 i 0 U 

0 «* w * 4 --(3 - — 

45C cw *c 

fcj — *-> 3 3 3 

a) ■ - * O. £ tt — £ 

—« V — ♦> • £ 1/ V t 

.00 rs %* t. ^ 3 — C O 

q-*~ V 4 o 5 s* 
e -* « *> - <-■ 

OtJ V >8 * *J Q 

v/ e * c u s* c 

a u ^ 00 0 a o 

e a» *■ - -o — 
u \X. c 3 fc- - — * 

*9 6 W C—* rt 4 • - 

4 t -•-* > >-•■$ -» 

•«►«»* **•*« 3 H 

>>k-y«-CMC~ 
o « i-- „ »J i, o 

fc- C— 4 i C a. 

a. s 4 c*—B 

: «ai 3 v -t? 

mJ -m «-a ac * c 

WW4 i c 

0 2 ^=— fcOwV -u 
CL t f— » -««5 <pV 

fc. c *-< o <» S *J ■— c. 

= .n«-3a,c^t) 

» e B ^ v*-—ac » * 

--*6 Cwc*aa.»<t/ 
-C :•- O C - 3 “ 4 n< L 


i-J ’{S. 


Tff Stj a • * -C v * 

C C -r *C C w «■ 

■at, 8 * c 1 ’ 4 » at- — t. 

*, 5 -o »- c *- «- 

V CT V - - M C 

P li b -<* 4- — 4. 

-— •«* « *» C — a^Vt- 

< V « I k" T / k L, 

x 3 a. v — 
JZ y w -f. 3 

w—aiC*(C 4 .»Ctr 
c • - - — c fc. >. c ; 

^3 s* ^3 a +* C •" 

«* w •*> «rf*T5 

abw4»<w*‘*0*^ac: 
c l. g *M! *■?) u 

^»ue — -^awc 
k- C £ O V v 

(,*M « 3 u « is € 

* is fe £ C £ V 

a i 4 g i- *• t *- 

u 3 «» 0 >*o-»W«ft 
— — w- * C *r +' 

*L X >- 4r 4- 6t 

* 4/ 4> SJ s'- - •* 

a m. > ~ — "O 'X, 

-0 a*- *- - C C B C C 

O *- «i C eft 9 C 

w. f} z » • — 

CnC-t*LX« 
1 C kj o - C «5 

C. -- 1 V i— A> 4 i C O 

C — O * V - -C — 

---- - feCC C W t. c 

i~ - 3 5! 

«•-«&» e ■/. ^ e 

—■* W ■«* % - uliUE 

s l i-tr ;■- s c 

0>«*M H 1 4r *— ■- C^ 

E «> 8 «-J - - W __ 

0-0 V « * •* p 

v K a C t- 3 c^w 
4 U -- 3 a o 

S « VI - *TJ — 

C 3 L- L a 

«5E«3—’« &'«* 

41 ti —•—• > > -C w 
■XJ ~ — EC 

■rf * 3 3 II— 3 II 
> >-• k- v VI -C « C-* 

O «!«- - w L C 


£2 *-» UJ 

2 ir y) 

S 5i 


fl L ^ 

» w C—« 
-t C^c 
O V o 4- 

^CCU * 

£- .i 

• bC o 


Oa-c— ECwti T 

a. u P a - s « «-1 

41 - •- - * i; 91 C * 

4<c ^ c » = v- ; 

3 * S U 3 2. C ^ I 

w E c 4--»u --ae ✓. 3 

• - £ C -j c a: =» a-- 4 
^sO--.OC-«cri»<» 
f— - o» *j * a« * 



5 -j /: 

C ? <- 


? 55 


5 

*7 - c 


-i u -J- 
- C *) — 

-*• o-S 
'TeSc t 

2-„.i 

g.5 » S 


'S-J -fS- S 0 

i- a—>«e a ^ v 
a. c * J- 

u ru; . >;_c is 

C B H -V c — > 

3 t 3 £ V 1 aP" « 

VJ O *0 ^ c 00 

4 / exf « —— « a c 

*- 4 ‘ 4 i > t. — 1 
««« tn u O — C B 

4 fcrtCUjgxfeC. 

-os au 

_ir o w|-‘X = 

xcua-ajco" 

C - - — C »- >.C 0 41 

^ >-e - o — 

• - W -— -»*tJ 

tjt-l>c 3 ac“Da-rac 
C t. U - C 3 f 3 
L fl- « S U C 
L C CO C *> *■ 

«4. « ; u # ag E 

> ti § E — t 4 

O 1 V 6 4 ' *i C —i 

UO—'O — *j*-t>* 

a 96 J >>u L * 

tj > 4i 4i « y. ■ — 

« ^ — -o » 

■^•v-^-ccacc k 

C — 1 O v; t 5 ^ \ 

♦*- •— » V5- - V 

0*C~4i^^«*> \ 

i c v. 9 i-M c a 4 

c- <i ii at t c u 

C *-» u — -—•- 

-- - --* v cr. c — * c 

*#— i- 3 3 3 

« - * a. E * — s 

— U ■— 4. ■ fc li u B 

• — x fc- b- “O C • — C C 

a<« i v o *— c i. 

e ^ HJ — - Lp 

5 -a -r * -j. ci 

i c a s b- r c—■” 

a t- - - -j c 4 c 

a a * - - -o — 

c n u - - n 

w: £3 u C — a 4 - - 

4> M - — > /-J *0 

“O - 4 —* W ■- —EC 
■- 4* S 41 — 3 C 

3 an - - u l Z 

fc- | c — u< a 

a. d 4 a-— •- c s 

3 fec. 4 ;Cv -O 

- *4 S-O 64 . C 

b 4 41 C C * » • 

C M-C — E C — V -o 

ci 'Jp a ■- c < 5Ui 

- c-*i 

— C * E 4 - = 

3 • C L 5 M C ^ V 

r. a c i j l - j£ i r. 


C a w-o 
U - C 4> 
-O - o> «,c: 
4B---C H' 
t- c._j -C 
a. c 

-O a -T 3 a * 

c e e “o 
x v « c t> 

r. CT3 

1 c -o u •- ■ 

4. « « > 

- *— y. S- c ■ 

» 4/ * G *- 

-0 3 0^ 

_c u xi 


c. ffl 
E > 

1 at - Wii 
C - w j 
- 4i o e I 

^ — »I 


»u I) « » 
3 fc. O -> 
t. a - - *5 

fc* o c o 

41 ^ W 3 t) 

> £ E 

C 41 4) E 4> 

t; 3 •* C > 

—— L — 

« a —> 

00 > 4i 4 a 

X -C > — 
T’ ^ -» •- C 


C o 4i 

•* O — 

T) 1 <! C 

c cs-o « 

« u c 

41 C V. 


Cc~”w' *39-4 

iJu-ced: ! jfc dw acti t j D a, 


5 — r^ 
^ >r <?• 


*7 - I 

f || 

£ r l 

3 S S 

ai 5 % 

S 7 ff: 

£ =X <; 

*7 -f* «*: 

2 55 h 
tr J c 


— -nL- 
3 ^ •O 
ri 

• 9 4 — 
-* Cl C 


4> C4- 

c •- « i a. 
c *-* W X 4 • 
•- •- •- 4)C£ 
w — «J 1 
I - HI 3. 

— u -« 4 * 

-— a l. u*<o 


z -o ^ a 

•jCact- 

g L,- a w 

* a » - 

. Iff §- 

-sd-co 

• - »|a a 
> >. i> U *8 . 

3 » 4 ■- - 

u c — 

a. c 4 a^— * 
* *4 a. 4 
•■* at) 

- w 4 9 

S.2p5-; g . 

4 - ■-*—• 


W *-< O iK 
». C 4 
>. 4 ; U X 
« • — 

—• *o or 
C ffl c c 
C <n CD O 

J L K l 

a ■- c « 

> C 4J O U 

•- -C - - 


i ® C. 4 
PC Li 


-if s 


civr c- 
L. n 

0 4 'O 


- C * » 4 
* 4 K C *J 


-M«S 


' c * e 4 - e 
U a a- c — 4 


v - ,* * x 

a c a - — 4 
«0*4X»- 
“04*42. 





Bo> -.d«ap»Y»*\< i* 




I V I.VsSli IH> _ 

Security Classification 


DOCUMENT CONTROL DATA • RAD 

(Security ci*9»t/tc»tton of rill*, body of •6**r«cf -ttut itufmnmg mnnotmtion must bm Mfiied when th • vv+tmil r*oo* 

»s» t .’*» » * titmtSj 

t ORIGINATING ACTIVITY {Cetp&t*i9 muthdf) 

Mriiiforil HpKOtfrtl* In^titutr 

la fttSOXT StCUSt 7 1 

IMIASSIFIFD 

i *.$% Ifif.At ION 

P.irk, i <t ! i foni l it 

2 fa GROUP 

\ A 


j report title 

UlMUt\H vnovs K(,l| II’MKNTS AM) StSTKMS TO St WOIIT IVfHASTATK. CIV II. DKFKNSF. oi*khati ms- 

el i« \ i‘>r<i 


4 DESCRIPTIVE MOTES (Typa »/ rwport wnd mcAi.lv* <!«<*«> 

final Report 

B AUTMORfS> ftwl non*. fimr nwM. InilimU 

Cone. Donald R, . Baer, dailies A.. Sltap.ro, Klmer B. 


« A1POAT DATE 

December 1 

7m. TOTAL. NO or RAGES 

100 

?b NO OP R«P» 

40 

• « CONTRACT OR QRANT NO- 

(XI)-PS-h4-20l 

b. PHOJtC T NO 

• a. OR10INATOR-* REPORT SUMBIX <S) 

sm Project \fi-4949- 121 

c Work Init No, 2211C 

*_ 

• & OJHCN RtRORT HQ(S) (Any other number • thet mmy bm *» tigned 
fnim rvpcrtj 

. 

10 AVAIL ABILITY/LIMITATION NOTICES 

Distribution of this document is unlimited 



It. SUPPLEMENTARY MOTE* 

12- SPONSORING MILITARY ACTIVITY 

Office of Civil Defense 

Department of the Army - OSA 

Washington. D.C. 

13 ABSTRACT 




Tins report provides a compilation of data covering both wire and radio communication 
systems and facilities of value for civil defense application. The general character¬ 
istics of the items are discussed and t lie i r potential application in a representative 
communications or command and control model is illustrated. Representative costs are 
provided. The discussion of the various communication systems and typical items of 
equipment generally identifies their salient operational strengths ana weaknesses. A 
number of conclusions and recommendations relative to existing and potential CD com¬ 
munications systems and equipments are presented. 



DD .KB. 1473 


CNC1ASS1FIED _ 

Security Classification 













(.onemfi 1 1 at i - 
V .refty-lltt l r K' 1 . s V „ l 

( ‘IflWlllfi ir*ll ti'ti 
Lmrryeticv C.nnrumi t rat i,,*,.-. 



INSTRUCTIONS 


1. ORIGINATING ACTIVITY: Enter the nue and address 
of the cootractor, subcontractor, grantee, Department of De¬ 
tente activity or other organization (corporate author) issuing 
the report. 

2m. REPORT SECUMTY CLASSIFICATION: Enter the over¬ 
all aecurlty classification of the report. Indicate whether 
"Restricted Data" ia included. Marking ia to be in accord¬ 
ance with appropriate security regulations. 

2b. GROUP: Autostatic downgrading is specified in DoD Di¬ 
rective 5200.10 and Armed Forces Industrial Manual. Enter 
the group number. Also, when applicable, ahow that optional 
markings have been used for Group 3 and Group 4 as author¬ 
ized. 

3. REPORT TITLE: Enter the complete report title in all 
capital letters. Titles in all cases should be unclassified. 

If a meaningful title cannot be selected without classifica¬ 
tion, ahow tula classification in all capitals in parenthesis 
immediately following the title. 

4. DESCRIPTIVE NOTES: If appropriate, enter the type of 
report, a. f.. interim, progrese, summery, annual, or final. 

Give the inclusive dates when a specific reporting period is 
covered. 

5. AUTHDRtS) Enter the namafa) of authors) as shown on 
or in the report. Enter last name, first name, middle initial. 

If military, show rank and branch of service. The name of 
the principal author is an absolute minimum requirement 

i. REPORT DATE: Enter the date of the report as day, 
month, year; or month, year. If more than one date appears 
on the report, use date of publication, 

7a. TOTAL NUMBER OF PAGES: The total page count 
should follow normal pagination procedures, be,, enter the 
number of pages containing information. 

7b. NUMBER OF REFERENCES: Enter the total number of 
references cited in the report. 

Sa. CONTRACT OR GRANT NUMBER: If appropriate, enter 
the applicable number of the contract or grant under which 
the report wae written. 

•b. 8c. & td. PROJECT NUMBER: Enter the appropriate 
military department identification, such as project number, 
subproject number, system numbers, task number, etc. 

9a. ORIGINATOR’S REPORT NUKBER(S): Enter the offi¬ 
cial report number by which the document will be identified 
and controlled by the originating activity. This number must 
be unique to this report. 

9b. OTHER REPORT NUMBERfS): If the report has been 
assigned any other report numbers (either by (he originator 
or by (As sponsor), also enter this numbed a). 

10, AVAIL ABILITY/LIMITATION NOTICES Enter any lltn- 
nations on furthtr dissemination of the report, other than those 


imposed 
such aa: 


i by security classification, using standard statements 

i: 

•'Qualified requesters may obtain copies of this 
report from DDC.' ‘ 

"Foreign announcement and dissemination of this 
report by DDC is not authorized. ’* 

"U S. Government agencies may obtain copies of 
this report dirsctly from DDC. Other qualified DDC 
users shall request through 

_ ^ 

"U. & military agenciss may obtain copies of tbis 
report directly from DDC Other qualified users 
shall request through 


(S) “All distribution of this report is controlled Qual¬ 
ified DDC users shall request through 

If the report has been furnished to the Office of Technical 
Services, Department of Commerce, for sale to the public, indi¬ 
cate this fact and enter the price, if known. 

1L SUPPLEMENTARY NOTES: Uae for additional explana¬ 
tory notes, 

1Z SPONSORING MILITARY ACTIVITY: Enter the name of 
the departmental project office or laboratory sponsoring (pay 
>ng for) the research and development. Include address. 

13. ABSTRACT: Enter an abstract giving a brief and factual 
summary of the document indicative of the report, even though 
it may also appear elsewhere in the body of the technical re¬ 
port. If additional space is required, a continuation sheet shall 
be attached. 

It is highly desirable that the abstract of classified reports 
be unclassified. Each paragraph of the abstract shall end with 
an indication of the military security classification of the in¬ 
formation in the paragraph, represented as (TS). (S). (C). or (V). 

There ia no limitation on the length of the abstract. How¬ 
ever, the suggested length is from 150 to 225 words. 

14. KEY WORDS: Key words are technically meaningful terms 
or short phrases that characterize a report and may be used am 
index entries for cataloging the report- Key words must be 
selected so that ns security claaaification ia required. Identi¬ 
fiers, such as equipment model designation, trade name, military 
project code name, geographic location, may be used sa key 
words but will be followed by an indication of technical con¬ 
text. The assignment of links, rales, and weights is optional. 











